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This form is for use in nominating or requesting determinations for individual properties and districts. See 
instructions in How to Complete the National Register of Historic Places Registration Form (National Register 
Bulletin 16A). Complete each item by marking "x" in the appropriate box or by entering the information 
requested. If any item does not apply to the property being documented, enter "N/A" for "not applicable." For 
functions, architectural classification, materials, and areas of significance, enter only categories and 
subcategories from the instructions. Place additional entries and narrative items on continuation sheets (NPS 
Form 10-900a). Use a typewriter, word processor, or computer, to complete all items. 



1. Name of Property 



historic name 



Andersonville Co 




mercial Historic District 



other names/site number 



2. Location 



street & number 
city or town 
state Illinois 



4900-5800 North Clark Street 
Chicago 

code IL county Cook 



Not for publication 

vicinity 

code 031 zip code 60640 



3. State/Federal Agency Certification 

As the designated authority under the National Historic Preservation Act of 1966, as amended, I hereby certify that this ^ 

nomination request for determination of eligibility meets the documentation standards for registering properties in the National 

Register of Historic Places and meets the procedural and professional requirements set forth in 36 CFR Part 60. In my opinion, the 

property X meets does not meet the National Register Criteria. I recommend that this property be considered significant 

nationally statewide } ( locally. ( See continuation sheet for additional comments.) 




. C, /siAfo 



Signature of certifying official 



3 -J~ ZoJL 

Date 



Illinois Historic Preservation Agency 

State or Federal agency and bureau 

In my opinion, the property meets does not meet the National Register criteria. ( See 

continuation sheet for additional comments.) 



Signature of commenting or other official 



Date 



State or Federal agency and bureau 



American Indian Tribe 
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4. National Park Service Certification 



I, hereby certify that this property is: Signature of the Keeper Date of Action 

entered in the National Register 

See continuation sheet. 

determined eligible for the 

National Register 

See continuation sheet. 

determined not eligible for the 

National Register 

removed from the National Register 

other (explain): 



5. Classification 



Ownership of Property 
(Check as many boxes as apply) 
X p rivate 
X p ublic-local 

public-State 

public-Federal 

Category of Property 
(Check only one box) 

building(s) 

X district 

site 

structure 

object 



Number of Resources within Property 
(Do not include previously listed resources in the count) 
Contributing Noncontributing 

buildings 
sites 

structures 
objects 
Total 



Number of contributing resources previously listed in the National Register None 

Name of related multiple property listing (Enter "N/A" if property is not part of a multiple property listing.) NA 



116 45 



116 45 
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6. Function or Use 

Historic Functions (Enter categories from instructions) 

Commerce/Trade: Business 

Current Functions (Enter categories from instructions) 

f 

Commerce/Trade: Business 



7. Description 



Architectural Classification 
(Enter categories from instructions) 



Late Victorian 

Late 19 th and Early 20 th Century Revivals 

Late 19 th and Early 20 th Century American Movements 

Modern Movement 



Materials (Enter categories from instructions) 
Foundation Stone-limestone; Concrete; Brick 

Roof Asbestos; Synthetics 

Walls Brick; Stone; Wood; Metal 

other 



Narrative Description (Describe the historic and current condition of the property on one or more continuation 
sheets.) 



(See Continuation Sheets) 
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8. Statement of Significance 

Applicable National Register Criteria (Mark "x" in one or more boxes for the criteria qualifying the property for 
National Register listing) 

X A Property is associated with events that have made a significant contribution to the broad patterns 

of our history. 

B Property is associated with the lives of persons significant in our past. 

X C Property embodies the distinctive characteristics of a type, period, or method of construction or 

represents the work of a master, or possesses high artistic values, or represents a significant and 
distinguishable entity whose components lack individual distinction. 

D Property has yielded, or is likely to yield information important in prehistory or history. 

Criteria Considerations (Mark "X" in all the boxes that apply.) 

A owned by a religious institution or used for religious purposes. 

B removed from its original location. 

C a birthplace or a grave. 

D a cemetery. 

E a reconstructed building, object, or structure. 

F a commemorative property. 

G less than 50 years of age or achieved significance within the past 50 years. 

Areas of Significance (Enter categories from instructions) 

Architecture 

Commerce 

Ethnic Heritage/European/Swedish 

Period of Significance 1894-1959, Criterion A 

1905-1925, Criterion C 

Significant Dates 

. t 

4 

Significant Person (Complete if Criterion B is marked above) 

Cultural Affiliation NA 

Architect/Builder Multiple 

Narrative Statement of Significance (Explain the significance of the property on one or more continuation 
sheets.) 



(See Continuation Sheets) 
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9. Major Bibliographical References 



(Cite the books, articles, and other sources used in preparing this form on one or more continuation sheets.) 

(See Continuation Sheets) 

Previous documentation on file (NPS) 

preliminary determination of individual listing (36 CFR 67) has been requested. 

previously listed in the National Register 

previously determined eligible by the National Register 

designated a National Historic Landmark 

recorded by Historic American Buildings Survey # 

recorded by Historic American Engineering Record # 

Primary Location of Additional Data 

State Historic Preservation Office 

Other State agency 

Federal agency 

Local government 

University 

Other 



Name of repository (See Continuation Sheet) 



10. Geographical Data 



Acreage of Property 39.5 

UTM References (Place additional UTM references on a continuation sheet) 

Zone Easting Northing Zone Easting Northing 

1 16 444502 4648353 3 16 444604 4646725 

2 16 444604 4648353 4 16 444406 4646725 

See continuation sheet. 



Verbal Boundary Description 

(Describe the boundaries of the property on a continuation sheet.) 

(See Continuation Sheet) 

Boundary Justification 

(Explain why the boundaries were selected on a continuation sheet.) 

(See Continuation Sheet) 
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11. Form Prepared By 

name/title Leroy Blommaert, Breanna Boulton, Thom Greene, Ann Halbrook, Katie Jeffries, Trisha 

Logan, Kristine Menas, Lauren Oswalt, Maura Pilcher, Ellen Shepard, and Nelson White 

organization Andersonville Chamber of Commerce date May, 2007 

street & number 5356 North Clark Street, Floor 2 telephone 773-728-2995 

city or town Chicago state Illinois zip code 60640 

Additional Documentation 

Submit the following items with the completed form: 

Continuation Sheets 

Maps 

A USGS map (7.5 or 15 minute series) indicating the property's location. 

A sketch map for historic districts and properties having large acreage or numerous resources. 

Photographs 

Representative black and white photographs of the property. 

Additional items (Check with the SHPO or FPO for any additional items) 

Property Owner 

(Complete this item at the request of the SHPO or FPO.) 

Name Multiple 

street & number 

city or town state 



Paperwork Reduction Act Statement: This information is being collected for applications to the National 
Register of Historic Places to nominate properties for listing or determine eligibility for listing, to list properties, 
and to amend existing listings. Response to this request is required to obtain a benefit in accordance with the 
National Historic Preservation Act, as amended (16 U.S.C. 470 et seq.). 

Estimated Burden Statement: Public reporting burden for this form is estimated to average 18.1 hours per 
response including the time for reviewing instructions, gathering and maintaining data, and completing and 
reviewing the form. Direct comments regarding this burden estimate or any aspect of this form to the Chief, 
Administrative Services Division, National Park Service, P.0. Box 37127, Washington, DC 20013-7127; and 
the Office of Management and Budget, Paperwork Reductions Project (1024-0018), Washington, DC 20503. 



telephone 
zip code 
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Section 7. Description 



The Historic Andersonville Commercial District, a corridor of commercial buildings along Clark Street and Ashland 
Avenue, is located north of downtown Chicago in the Edgewater Community. The district is entirely commercial and 
is located on North Clark Street and Ashland Avenue, bound by Ainslie Street on the south and Rosehill Drive on the 
north. Along this commercial strip, early twentieth century commercial architecture is the prominent style. The area 
includes several different types of commercial buildings including retail stores, bakeries, restaurants, banks and 
mixed-use commercial and residential buildings. The historic district is particularly unique because it was formed as a 
self-sustaining area for early Swedish immigrants and the general population of Chicago. There are a total of 161 
buildings, 1 1 6 of which are considered to be contributing structures to the historic and architectural significance of the 
district. Included in the contributing buildings are a number of two and three story commercial brick buildings with 
limestone ornamentation. One of the best examples of this type of building is the Temple Theater building, located at 
5233 North Clark Street. A two story brick building with limestone ornamentation with string courses and geometric 
patterns, this building is a typical example of a commercial structure in this district. Buildings that are considered to 
be non-contributing have been altered significantly and are not considered historic, or are new construction. The 
period of significance for this district is from 1894 to 1959, with the majority of the construction occurring from 1905- 
1925. Most of the buildings in the area are over eighty years old and contribute to the integrity and significance of the 
district. 



The district contains several blocks of architecture with good integrity. Even though the Commercial Style is 
prominent, several other styles, including many Neoclassical, Beaux Arts, Victorian, Art Modeme and Renaissance 
Revival buildings, are all represented. The district has few alterations, most of which are storefronts being clad with 
new materials, though many of the upper stories remain intact, with a few alterations. The materials most commonly 
used in the area are brick, limestone, terra cotta and with few wooden-clad structures. Brick is the main material used 
on the facades with limestone and terra cotta most frequently used for ornamentation only. The majority of the roofs 
are flat with decorative parapets and cornices, usually including brackets or dentils. Many of the windows in the area 
have retained original fenestrations and window surrounds. 

All contributing buildings listed below that have "unknown" construction dates are believed to have been built during the 
Period of Significance. Construction dates provided are dates the permits were issued. 

BUILDING DESCRIPTIONS 
1. CONTRIBUTING 

Address: 4906-4908 N. Clark Street . 

Date: June 15, 1916 

Architect: Niels Buck Original Owner: West Iron Co. 

Historic Use: storage Historic Occupant: Western Iron Construction Co. Inc. 

Current Use: garage Current Occupants: Clark Auto Body Shop 
Number of Stories: 2 Building Materials: brick, limestone 

Architectural Style: Commercial Style 
Building Description: 

Notes: This building is rectangular in shape, two stories high with a flat roof not clearly visible from the street level. 
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The fa?ade is clad in brick with limestone ornamentation. The ground floor has an overhead door, a set of three 
window groupings, which are both single and double hung. The main entrance has a metal door. Two sets of three 
windows flank a central pair of windows on the second story; all appear to be double hung windows. There is a 
limestone stringcourse separating the first and second story, with blocks marking the end of the lintels created by a 
solider course of bricks and blocks above the breaks in each set of windows. A limestone string course divides the 
parapet from the second story. A medallion Unentered on the parapet, with two rectangles evenly spaced on each side. 
The first rectangle is oriented vertically, the second is oriented horizontally. The ends of the parapet are supported by 
limestone corbeling, which is echoed in rectangular limestone pieces above the string course. 

2. NON-CONTRIBUTING 

Address: 4912-14 N. Clark Street 

Date: October 7, 1916 

♦ * 

Architect: unknown Original Owner: unknown 

Historic Use: factory Historic Occupant: Ravenswood Sash & Door Company 
Current Use: garage Current Occupants: Africa Auto Repair 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The fa?ade is believed to be brick, clad with a flagstone slipcover. There is a central door and garage 
entrance, flanked on either side with rectangular glass block windows. This building is non-contributing because it has 
been heavily altered and does not retain much integrity of an early twentieth century commercial building, other than 
the outline of the parapet roof and the round cupolas on either side of the parapet. 

3. CONTRIBUTING 
Address: 4905-07 N. Clark Street 
Date: December 1, 1915 

Architect: Proskauer Original Owner: D.K. Campbell 

Historic Use: stores and flats Historic Occupant: 4905 - Rainbo Beauty Parlor, Andrew & Hedrick Carlson, Herbert 

& Elenor Carlson, H.L. Craig Jr., Mrs. Emily Johnson, Mrs. S.H. Lango, Max & Margo Nachman, D.W. & Palastine 

Reames, E.G. Rodgers, H.E. Strum. 4907 - Rainbo Barber Shop 

Current Use: Current Occupants: residential 

Number of Stories: 3 Building Materials: brick, limestone 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The fa 9 ade is clad in brick with limestone ornamentation. The fa<?ade of the building is divided evenly 
with three limestone pilasters, all identical in style. There are two entrances, both the same, with a set of three double 
hung windows to the south of the door. All of the windows on the second and third floors are two sets of Chicago- 
style windows with limestone sills and corbels. Between the second and third story windows are rectangular frames 
made of brick headers, with limestone squares at the comers. The third story has a soldier course above the windows. 

Between the windows on either side is a frame that is two bricks wide made of white brick. On top of each frame are 

brackets that connect to the bottom of the comice. There is one bracket on the outer frame, and two on the one 
between the windows. The comice is made of limestone and runs the entire length of the fa 9 ade. The center, as well as 
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at the ends of the parapet, are two rectangles, one laid within the other. 



4. CONTRIBUTING 
Address: 4913 N. Clark Street 
Date: September 5, 1901 

Architect: unknown Original Owner: unknown 

Historic Use: flats Historic Occupant: C.H. & Christina Peterson, I.C. Strand 
Current Use: residential Current Occupants: residential 
Number of Stories: 3 Building Materials: brick, limestone, wood 
Architectural Style: Residential Six-Flat 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The fafade is clad in brick with wood and limestone ornamentation. The ground floor is clad in 
limestone with a central door with a transom and side lights surrounded by limestone columns with an ornamental 
lintel. The first floor also has two double-hung windows. There is a highly decorative bay clad in painted wood that 
spans the second and third floors. The windows are all single or double-hung. 

5. NON-CONTRIBUTING 
Address: 4921 N. Clark Street 
Date: Circa 1970 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: O.S. & Sophia Ericson, L.N. & Emma Hammer, L.F. & Marie Huhnke 
Delicatatessen 

Current Use: unknown Current Occupants: unknown 
Number of Stories: 2 Building Materials: yellow brick 
Architectural Style: no style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The facade is clad in light brick with decorative use of dark brick on the spandrels. This building is 
non-contributing because it appears as though the historic building, built in 1 895, that was here was demolished 
sometime in the- mid-century and was replaced with this building that dates from approximately the 1 970s. 

6. CONTRIBUTING 
Address: 4923 N. Clark Street 

Date: unknown; July 19, 1923 (alterations) 

Architect: unknown Original Owner: unknown 

Historic Use: restaurant and flats Historic Occupant: Mrs. Sophia Becker Restaurant; P. & Anna Bowler, Mary 
Hokanson 

Current Use: restaurant, retail and flats Current Occupants: Banana Video, Sofo Bar and residential 
Number of Stories: 3 Building Materials: brick, wood, pressed metal 

Architectural Style: Queen Anne 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The fa?ade is clad in brick with limestone ornamentation and a pressed metal turret that spans the 
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second and third floors. The ground floor has two entrances; one on the north comer of the building, the other on the 
south side of the building on the fa 9 ade that is facing Clark Street. There is one large fixed window with decorative 
wood coursing above on the ground floor. On the second and third floors, there are two single double-hung windows 
on the south side and three double-hung windows with curved glass on the turret. A limestone course runs under each 
window on the second and third floors. Above the second story windows there is a decorative keystone made of 
limestone and above the third story windows there are simple limestone cream bands with an additional course above 
that. The pressed-metal turret is extremely decorative and is painted brown and cream with various Victorian design 
elements. 

7. CONTRIBUTING 
Address: 5000-04 N. Clark Street 
Date: November 10, 1912 

Architect: Hall & Ostergren Original Owner: Axel Johnsen 

Historic Use: storage, drugstore Historic Occupant: Axel Johnson Moving, C.J. Theil Drugs 
Current Use: garage Current Occupants: Star Auto 
Number of Stories: 1 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The facade is clad in brick with limestone ornamentation. On the north side of the front fa 9 ade, there 
is a one-car garage door flanked by two small doors. The door to the north is a smaller service door, while the door to 
the south is the main entrance door, which is flanked by limestone pilasters. Windows to the south of the fa 9 ade have 
been replaced with a fixed window. A green canopy covers the main door and windows. Along the ground floor where 
the building wall meets the side walk, is a limestone course, about 1 foot high. The roofline is simple with two courses 
of limestone. The comers of the building have piers with a limestone course outlining the pier. 

8. CONTRIBUTING 

Address: 5001-501 1 N. Clark Street 
Date: November 16, 1915 

Architect: Paul Frederick Olson Original Owner: P.J. Craven 
Historic Use: retail Historic Occupant: North Clark Cleaners & Dyers 

Current Use: retail Current Occupants: (5001) Clark's on Clark; (5007) Tattoo's; (5009) Lakeview Animal Hospital 
Number of Stories: 1 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, oriented on the comer, extending north on Clark Street 
and has three storefronts. The building is one story high with a parapet and flat roof not clearly visible from the street 
level. The fa 9 ade is clad in light brick with limestone ornamentation. The southwest comer is bisected at a 45 degree 
angle. For each storefront has windows and doors that have been replaced. Each door is a center door with an brown, 
painted aluminum frame flanked by two fixed windows. On either side of the doors are a simple brick column with a 
limestone capital. The windows on either side of the door are the same in style; fixed with aluminum frames. Above 

the doors and windows are transoms that have been covered in aluminum, painted the same color as the window and 

door frames. The parapet roof begins at the comice of the building, with a simple, unadorned limestone course that 
spans the entire building. Between the top of the parapet and the comice are spandrels of brick in a diamond-pattern 
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set with in rectangles laid horitontally. Above the diamond brick pattern is another string of limestone coursing with 
limestone castellations spaced evenly in the middle of each rectangle desing. There are also segmental pediments 
above each storefront, with a limestone diamond set within the brick. 

9. CONTRIBUTING 
Address: 5006-08 N. Clark Street 
Date: August 24, 1914 

Architect: Hall & Ostergren Original Owner: Swanson & Hansen 

Historic Use: garage Historic Occupant: Argyle Clark Garage 

Current Use: garage Current Occupants: New Clark Auto Repair & Body Shop 

Number of Stories: Building Materials: brick, terra cotta 

Architectural Style: Commercial with Egyptian Ornamentation 

Building Description: This building is rectangular in shape, one story high with a bow parapet and flat roof not 
clearly visible from the street level. The facade is clad in some brick with mostly terra cotta ornamentation. 

10. NON-CONTRIBUTING 
Address: 5012 N. Clark Street 
Date: August 17, 1925 

Architect: unknown Original Owner: unknown 

Historic Use: Historic Occupant: Hector & Margaret Descamps Paints 

Current Use: retail Current Occupants: Food First Grocery 

Number of Stories: 2 Building Materials: stucco 

Architectural Style: Commercial Style with stucco slipcover 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The ground level has been altered and replaced with fixed windows and contemporary doors. There is 
a green awning above the first floor that runs the length of the building. The second floor is clad in stucco, altering the 
integrity of the building. The building does retain its original rounded pressed-metal turret on the second floor. The 
windows on the second floor are all one-over-one double-hung windows. This building is non-contributing because 
the heavy alterations cause it to lack integrity. 

11. CONTRIBUTING 
Address: 5017 N. Clark Street 
Date: Circa 1914 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 
Current Use: bar Current Occupants: Man's Country 
Number of Stories: 2 Building Materials: Brick and limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a parapet and flat roof not clearly 
visible from the street level. The facade has three main bays. On the ground floor, the main entrance is on the south 

side of the facade. The door is wooden with a transom above. A glass block-filled window is to the south of the main 

entrance. To the north of the main entrance is a central, fixed window with a transom above with four panes within the 
window. This window is flanked with a narrow brick pilaster surrounded by limestone detailing. To the north of the 
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central window is another door entrance, which is currently boarded up, followed by a glass block filled window 
identical to the one on the south end. On the far north and south ends of the ground floor are pilasters identical to the 
ones flanking the central window. Above the windows and the doors is a limestone course. The second floor contains 
a series of five alternating windows - starting 'with a more elaborate design on the north end with an unbroken 
triangular pedinjent, surround and lintel made of limestone, followed by a simpler window with a straight lintel, 
surround and sill. There is a limestone course that runs along the length of the building, connecting with the sills of 
the windows. There are fixed, black opaque windows on the second floor. The roof has a simple parapet, which has a 
small step up on either end of the roofline. 



12. CONTRIBUTING 
Address: 5022 N. Clark Street 
Date: August 27, 1907 

Architect: Carl.M. Almquist Original Owner: J.N. Schmit 

Historic Use: stores and flats Historic Occupant: Joseph & Anna Metz 

Current Use: retail, residential Current Occupants: Plastic Letters & Signs, Inc. 

Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with triangular brick pediment outlined 
in limestone set against a straight parapet with a flat roof not clearly visible from the street level. The ground level has 
two doors on the north and south sides of the fa 9 ade. On the outside of each door at the edge of the building are 
limestone pilasters with corinthian capitals. The door on the north side is made of wood and has a glass block transom. 
The door on the south side is set in from the building’s fa 9 ade and made of wood and fixed glass. Between the two 
doors is a glass storefront with two fixed picture windows and a wood bulkhead. Between the first floor and the 
second floor are two limestone courses with brick in between. The second floor has brick quoining running from the 
sill of the second story windows up to the trangular pediment. The second floor has a recessed bay window on the 
south side of the street next to a single window. All windows on the second floor are one-over-one double-hung. 



13. NON-CONTRIBUTING 
Address: 5025 N. Clark Street 
Date: October 11,1 895 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: E.W. Goranson, J.M. & Louise Russ 
Current Use: restaurant Current Occupants: T's 
Number of Stories: 2 Building Materials: brick, stucco 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The ground floor has contemporary brick with new doors, windows and transoms. The second floor 
has been slipcovered with a yellow stucco with signage and a large fixed picture window. The original comice 
remains, though it is painted black. This building is considered non-contributing because it has been heavily altered 
and retains little of its original character. 
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14. CONTRIBUTING 
Address: 5028 N. Clark Street 

Date: October 30, 1900, exterior remodel in the 1990s 
Architect: unknown Original Owner: F. Aniess 

Historic Use: retail Historic Occupant: Emil & Marie Ariess, H.E. & Elsie Gustafson 
Current Use: retail Current Occupants: Bedding Experts 
Number of Stories: 2.5 Building Materials: wood 
Architectural Style: Queen Anne 

Building Description: This building is rectangular in shape, two and half stories high with steep pitched, front-gabled 
roof, with a dormer on the south elevation. The roof has decorated verge boards painted white and cream. The facade 
is clapboarding painted blue with white trim. The ground floor contains a storefront with the main entrance roughly in 
the center of the fagade, flanked by two storefront windows with bulkheads below. On the far south side of the 
elevation is a smaller wood door with a transom window. Between the first and second floors are a wood course with 
lights above to illuminate signage. The second story has four evenly spaced one-over-one double-hung windows with 
wood casing. The attic story has two centered casement windows with wood casing. 

15. CONTRIBUTING 
Address: 5036-38 N. Clark Street 
Date: May 13, 1908 

Architect: Bartholomew J. Hotten Original Owner: John P. Mentgen 

Historic Use: stores and flats Historic Occupant: 5036 - John & Kathryn Mentgen Soft Drinks. 5038 - J.J. Leidner 
Barber 

Current Use: retail Current Occupants: True Value Hardware 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape on a comer lot, two stories high with a flat roof not 
clearly visible from the street level. The building is clad in brick with limestone detialing. The main entrance to the 
building is on the curved comer of the building and is slightly recessed in. The ground floor is has a series of windows 
and doors with curved lintels with keystyones* There are also a grouping of three plate windows, near the main 
entrance and a grouping of two plate windows between the entrance to the flats and the side entrance to retail. 
Between the ground and second stories is a limestone course at the second story sill level. The second floor has one 
Palladian window at the north end, three one-over-one double hung windows in the cneter, and a bowed bay window 
at the comer. The second story windows have limestone lintels with decorative keystones. There is hooded molding 
above the Clark Street elevation with a flat entrance in limestone. Above the second story and below the roofline is a 
limestone course. 



16. CONTRIBUTING 

Address: 5040-5042 N. Clark Street 
Date: November 2, 1908 
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Architect: Hugo J. Liedberg Original Owner: S. Nelson 
Historic Use: store & flats Historic Occupant: National Tea Co. 

Current Use: retail Current Occupants: Venture Statuary 
Number of Stories: 1 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The building is clad in white painted brick. The main fa<jade is the two centered storefront windows, 
with brick face on the south side of the building and a recessed door with the main entrance on the north side. There 
are transom windows above both the storefront and the main door. There is a brick cornice, painted a light blue/grey 
color inbetween two limestone courses. 

17. CONTRIBUTING 
Address: 5039-5045 N. Clark Street 
Date: March 10, 1920 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: (5039) Swan & Alma Chyrk, John & Theresa Johnson, Emil & Hulda 
Lund, Avanan & Ellen Nelson 

Current Use: retail Current Occupants: Sacred Rose 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This is a three-story brick building with two wings and a recessed central area. The roof is flat 
and not clearly visible from the street level. The building at 5039, the south wing, has bay windows on the first, 
second and third stories. The second and third stories all have one-over-one, double-hung windows. The central bay 
has a recessed entrance in the middle of the building and on each side there is a plate glass window, divided into 
sections with transoms. There is a sill course at the third level made of limestone, which runs the entire span of the 
building. 

18. CONTRIBUTING 
Address: 5044 N. Clark Street 
Date: July 28, 1920 

Architect: unknown Original Owner: unknown 

Historic Use: store & flats Historic Occupant: Max Seglin Variety Store 
Current Use: retail Current Occupants: vacant 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The ground floor has two entrances at the north end, with the storefront window directly south of the 
main entrance to the store. The facade on the second and third stories has brick quoining on the edges of the building. 
The second floor has a bay window on the south side with three windows. To the north on the second floor there is a 

single window, all windows are one-over-one double-hung. The third floor is identical in elevation as the second 

floor. The roof has a parpet with wooden dentil moulding at the comice. 
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19. CONTRIBUTING 
Address: 5047 N. Clark Street 
Date: September 23, 1909 

Architect: Edward Benson Original Owner: C.W.Lind 

Historic Use: store & flat Historic Occupant: Axel Askfeldt Bakery, Emiml Bergklent 
Current Use: retail Current Occupants: Wooden Spoon 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in a medium-toned brick with white brick decorative elements. The ground floor 
has a storefront with fixed glass windows on the north side of the elevation, with two doors on the south end, both 
with transom windows above. There is a green awning above the doors and storefront. Between the first and second 
floors is a limestone course just below the sill level of the second floor. The second floor has a Chicago-style window 
on the south side with a signle fixed window flanked by two one-over-one double-hung windows. On the north side of 
the elevation on the second floor is a single one-over-one double-hung window. Both of these sets of windows have 
white brick lintels. Just below the limestone comice is a white glazed brick comice with stepped in decorative 
brackets. 

20. CONTRIBUTING 
Address: 5046 N. Clark Street 
Date: July 15, 1907 

Architect: Johan F. Knudsen Original Owner: Nels Nelson 

Historic Use: store & flats Historic Occupant: Lakeview Quality Markets, George Strange, Mrs. Crystal Torpy 
Current Use: retail Current Occupants: Venture Statuary 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick and with limestone detailing. Both entrances on the ground level are 
recessed. The south end of the fafade is a plate glass storefront window. The first floor has pilasters with limestone 
capitals that have a block of limestone at the mid-point. Between the first and second stories is a limestone course that 
runs the length of the building at the sill level of the second floor. The is a bay of three six-over-one double-hung 
windows on the_ north side of the elevation with ballisters that end half-way up the window. There is a single six-over- 
one double-hung window on the south side of the window. The third floor is identical to the second, with a limestone 

course running the length of the building at the sill level of the third floor. The comice line of the roof is definted with 
dentil moulding. 



21. NON-CONTRIBUTING 

Address: 5051-5057 N. Clark Street 
Date: new construction 
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Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 

Current Use: retail, residential Current Occupants: Royal Service, Sonia Salon, Baan, Sine Qua Non Salon 
Number of Stories: Building Materials: Brick, Concrete 
Architectural Style: New Construction 

Building Description: This building is non-contributing because it is new construction. 

22. CONTRIBUTING 
Address: 5048 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: retail Historic Occupant: unknown 

Current Use: warehouse (?) Current Occupants: Commercial Laundry 

Number of Stories: 1 Building Materials: limestone 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one story high with a parapet and flat roof not clearly 
visible from the street level. The building is clad in limestone. The ground level is almost entirely clad in glass block 
with a central recessed doorway. There is a decorative limestone course along the middle of the parapet. At the center 
of the parapet is an unbroken triangular pediment. 

23. CONTRIBUTING 
Address: 5050-52 N. Clark Street 
Date: December 19, 1906 

Architect: unknown Original Owner: unknown 

Historic Use: retail Historic Occupant: A.A. Allardyce Plumbing, Philip & Edith Lindquist 
Current Use: vacant Current Occupants: vacant 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick and with limestone detailing. The ground floor has two doors on the north 
end of the elevation, and a boarded up storefront to the south. The second story has a bay window with three one-over- 
one double-hung windows with light brick quoining around the frame. There is a single one-over-one double-hung 
window on the north side with the same quoining around. 

24. CONTRIBUTING 
Address: 5056 N. Clark Street 
Date: April 12,. 1924 

Architect: unknown Original Owner: unknown 

Historic Use: residential Historic Occupant: Mrs. Anna Lachele 

Current Use: residential Current Occupants: residential 

Number of Stories: 1 .5 Building Materials: wood clapboarding 
Architectural Style: Simple Victorian Farmhouse 
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Building Description: This building is rectangular in shape, one and a half stories tall with a pitched roof. The 
building is clad in clapboarding, with the entrance being clad in painted flagstone. The first floor has an entrance on 
the north side, with two evenly spaced one-over-one double-hung windows on the south side. The half-story on top 
has two, side-by-side one-over-one double-hung windows. 

25. NON-CONTRIBUTING 

Address: 5058 N. Clark Street 

* 

Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: vacant 

Current Use: restaurant Current Occupants: Tokyo Marina Japanese Cuisine 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building non-contributing because it has been altered. 

26. CONTRIBUTING 
Address: 5059 N. Clark Street 
Date: November 18, 1912 

Architect: Adolph Woerner Original Owner: William Biemer 

Historic Use: store & flats Historic Occupant: William & Frances Blewer, Thomas & Susanne Hartley, Holgersen 
Brothers Hardware 

Current Use: retail Current Occupants: Marguerite Gardens 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has two doorways; one on the 
north side of the fa 9 ade, the other on the south side. The doro on the north side has a transom window and is flanked 
by two limestone pilasters with geometric capitals. In between the two doors are a series of three fixed storefront 
windows with a boarded up transom window above. To the south is the other door, which is contemporary with a steel 
frame and a transom window. To the south of that door is another limestone pilaster, identical to the ones flanking the 
north door. Between the first and second floors is a limestone sill that runs the length of the building. There are three 
pilaster piers that run up the second and third floors beginning at the second floor level, between the windows, and 
terminated at the roofline with pointed limestone capitalss. To the south side on the second story is a bay window of 
three one-over-one double-hung windows. To the north is a single one-over-one double-hung window. The third floor 
is identical to the second floor. Above the lintel is a limestone comice. The parapet roof has an unbroked triangular 
pediment with dentil moulding below. 

27. CONTRIBUTING 
Address: 5061 N. Clark Street 

Date; July 31, 1914 

Architect: J.P. Hettinger Original Owner: James Halpin 
Historic Use: store & flats Historic Occupant: Mrs. Theresa Eekberg 
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Current Use: retail Current Occupants: Four Sided Framing Store 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, three stories high with a flat roof not clearly 
visible from the street level. The building is clad in dark brick and with limestone detailing. The main entrance to the 
retail is on the comer of the building on the south end of the main fafade. In the middle of the main fa 9 ade is a series 
of four fixed plate glass storefront windows above a contemporary brick bulkhead. To the north of the storefront 
windows is a door with a transom window, flanked by two brick pilasters with limestone capitals and bases. Between 
the first and second story is a brick course with a limestone course above. There are four decorative geometric 
elements that are the base of an abstracted pilaster that spans the second to third story and is topped by a similar 
capital at the bottom of the parapet roofline. All of the windows on the second and third floors are one-over-one 
double-hung windows, which appear to be replacement windows. The limestone course at the roofline is straight with 
a segmental arch over the two windows at the south end of the main facade. Where the building is curved on the 
comer are limestone dentils. 

28. CONTRIBUTING 
Address: 5100-5008 N. Clark Street 
Date: 1922 

Architect: unknown Original Owner: Illinois Bell Telephone Company 
Historic Use: offices Historic Occupant: Illinois Bell Telephone Company 
Current Use: vacant Current Occupants: Ameritech 
Number of Stories: 2 Building Materials: brick, lim'estone 
Architectural Style: Commercial Style with Neoclass ical influences 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick and limestone on the ground level with limestone detailing on the second 
and third floors. The ground floor is limestone with horizontal banding. The windows on the ground floor are fixed 
glass with splayed lintels. Between the first and second floors is a limestone course. The second floor has eight-over- 
eight double-hung windows with limestone frames and a triangular lintel. On the comer of the building there is a 
limestone pilaster that runs the length of the building between the second and third floors. The windows on the third 
floor are directly above those on the second floor, they have a swan’s neck lintel. There is a limestone comice at the 
top of the building. 

29. CONTRIBUTING 
Address: 5101-03 N. Clark Street 
Date: February 26, 1936 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: Columbia Motor Sales, EE & Floy Jonathas 
Current Use: restaurant Current Occupants: vacant 
Number of Stories: 3 Building Materials: brick, limestone 

Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, three stories high with a parapet and a flat roof 
not clearly visible from the street level. The building is clad in brick and limestone detailing. The ground level has a 
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main entrance on the corner of the building. The storefront windows and bulkheads appear to be contemporary. There 
is a secondary door on the Clark Street elevation with brick piers and a limestone arch over the doorway. Between the 
first and second floors is a limestone course with brick above and another limestone course that runs along the sill of 
the second floor*. The windows on the second floor are one-over-one double-hung windows with a soldier course of 
darker brick with limestone keystones above the center of each window grouping. The third story is identical to the 
second, only there are no keystones, but rather a limestone course at the lintel level above the windows. The comice is 
limestone with limestone dentil mounlding below a limestone course. The parapet roof has decorative scrolling 

ornamentation with a medallion in the center. Below the medallion is a short soldier course of bricks, which are 

* 

broken by three square stones with flowers. 

30. NON-CONTRIBUTING 
Address: 5105-5109 N. Clark Street 
Date: new construction 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 

Current Use: retail, residential Current Occupants: Accountant, Attorney, Jimmy John's Sandwich Shop 
Number of Stories: 4 Building Materials: brick 
Architectural Style: new construction 

Building Description: This building is rectangular in shape, four stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick and concrete on the ground level. The ground floor is clad in concrete 
with plate glass display windows and a central entrance. The second and third floors have a loggia with balcony. This 
building is non-contributing because it is new construction. 

31. NON-CONTRIBUTING 

Address: 51 1 1-51 17 N. Clark Street 
Date: unknown 

Architect: unkijown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 

Current Use: retail Current Occupants: Borderline Music, Resurrection Care, Tribeca Apartments, Bridgeview 
Bank 

Number of Stories: 4 Building Materials: brick 
Architectural Style: new construction 

Building Description: This building is non-contrubiting because it is new construction. 

32. NON-CONTRIBUTING 
Address: 5121-5123 N. Clark Street 
Date: February 19, 1908 

Architect: Carl M. Almquist Original Owner: William Beldhausen 
Historic Use: stores Historic Occupant: Tea Co. 

Current Use: retail Current Occupants: Know No Limits, Red Hen Productions 

Number of Stories: 1 Building Materials: brick 
Architectural Style: no style 
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Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The building is clad in flagstone and covered with a canopy. The ground floor has been slipcovered 
with mid-century flagstone.This building is non-contributing because it has been heavily altered and lacks integrity. 

33. CONTRIBUTING 
Address: 5127 N. Clark Street 
Date: March 27, 1 905 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: Nelson's Meat Market, Northshore Fruit Markets, Mrs. Minnie Pettibone 
Dressmaker 

Current Use: salon Current Occupants: Klassy Cut 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor appears to have had a mid- 
century slipcover with flagstone cladding an an altered storefront window. Between the first and second floor is 
signage for the store. Both he second and third floors has three one-over-one double-hung windows with limestone 
frames. There is a limestone cornice and a limestone course above the lintels on the third floor that runs the length of 
the building. 

34. CONTRIBUTING 
Address: 5133-5137 N. Clark Street 
Date: July 29, 1909 

Architect: Henry Leopold Newhouse Original Owner: F.A. Brown 

Historic Use: store & flats Historic Occupant: Uptown Fruit Market, C.G. & Margaret Johnson, Edgewater Fish 
Market 

Current Use: retail Current Occupants: Winona Cleaners, Teresa's Beauty Salon, American Family Insurance 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, two stories high with a flat roof not clearly visible 
from the street level. The building is clad in brick with limestone detailing. The ground floor has light colored brick 
frames around the doorways and inbetween the fixed storefront windows. On the second floor sills area is a limestone 
course with brick dentil moulding below. The three windows on the comer also have a light brick frame with a 
triangular pediment above the middle window, which is a one-over-one double-hung window. The two windows to 

the side are fixed or casement. The other windows are filled with glass block and also have light cream frames around 
the window open. 

35. NON-CONTRIBUTING 5 

Address: 5134 N. Clark Street 

Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: unknown 
Current Use: bank Current Occupants: Chase Bank 
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Number of Stories: 1 Building Materials: brick 
Architectural Style: no style 

Building Description: This building is non-contributing because it does not appear to be built during the period of 
significance for the district. 

36. CONTRIBUTING 
Address: 5138 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: unknown 

Current Use: medical center Current Occupants: Chiropractic for Life LLC 

Number of Stories: 2 Building Materials: brick 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in dark brick with light brick detailing. The ground floor has a slipcovered 
storefront with light blue panels and fixed, plate glass display windows with a recessed entry. The second story has 
two sets of two one-over-one double-hung windows with a light brick frame. In between the sets of windows are three 
light-colored brick pilasters, topped with a light brick course at the capital of the pilaster. Above the brick course is a 
limestone lintel which is topped with a brick cornice with two light brick rectangular outlines. 

37. CONTRIBUTING 
Address: 5139 N. Clark Street 
Date: October 13, 1936 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: John & Ellen Martin, Martin Brothers Picture Framers 
Current Use: vacant Current Occupants: vacant 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has been altered with a shingle 
awning over the storefront windows and door. The second flor has brick quoining on both sides of the building. On 
the south side of the second floor there is one one-over-one double-hung window with a limestone frame. To the north 

there is a set of three one-over-one double-hung windows with the same limestone frame. There is no comice and the 
roofline is flat. 

38. NON-CONTRIBUTING 
Address: 5140 N. Clark Street 
Date: 2007 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: unknown 

Current Use: vacant Current Occupants: under construction 
Number of Stories; 4 Building Materials: concrete 
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Architectural Style: Commercial Style 

Building Description: This building is non-contributing because it is constructed outside the period of significance. 

39. CONTRIBUTING 
Address: 5142 N. Clark Street 
Date: August 27, 1 909 

Architect: Carl M. Almquist Original Owner: Sabine F. Richards 

Historic Use: store & flats Historic Occupant: Olaf & Olivia Johnson, Sallman Studio Photos 
Current Use: retail Current Occupants: Cabana Tan 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor is clad in limestone that has 
been painted. There are two entrances on either side of the building. Between the first and second floors is a limestone 
course. There is a single one-over-one double^hung window on the south side of the second floor and a set of three 
one-over-one double-hung windows on the north side. There is a limestone cornice with brick dentil moulding below. 

40. CONTRIBUTING 
Address: 5143 N. Clark Street 
Date: January 28, 1909 

Architect: Charles A. Strandel Original Owner: A.J. Johnson 

Historic Use: store & flats Historic Occupant: A.B. Johnson Shoes, National Tea Company, Gertrude Nystrom 
Current Use: restaurant Current Occupants: Hama Matsu 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a triangular parapet adorned with 
crenellation and a flat roof not clearly visible from the street level. The building is clad in brick with limestone 
detailing. The ground floor has an altered storefront, with the addition of permastone to the bulkheads beneath the 
display windows. There is a recessed entry on the north side of the elevation. The second floor has light brick 
quoining on both sides of the building that extend up to the third floor. There is a single one-over-one double-hung 
window on the north side of the second floor and a set of three one-over-one double-hung windows on the south side. 
The third floor is identical to the second. In between the second and third floors are geometric patterns, similar to the 
ones that are between the the two sets of windows on each floor. There is a limestone course that runs below the 
parapet roof. 

? 

41. CONTRIBUTING 
Address: 5145-5147 N. Clark Street 
Date: July 23, 1912 

Architect: George S. Kingsley Original Owner: Nelson & Westerberg 

Historic Use: storage Historic Occupant: Nelson & Westerberg Storage 

Current Use: storage Current Occupants: Windy City Self Storage 
Number of Stories: 4 Building Materials: brick 
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Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, four stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has two windows on the south 
side of the fa 9 ade with the furthest south over-another window. Noext to the window is the entrance whith a window 
above it. There is another window with two-over-two lights. The last window at street level is a bricked up window 
opening above it. There are decorative brick pilasters on either end between the outside windows and the far walls on 
the second and third story. Between the first and second floors is a limestone course at the sill level fo the second 
floor. There are three evenly spaced windows, each with two-over-two double-hung windows. The third floor is 
identical to the second, with the exception of two geometric medallions between the windows. Between the third and 
fourth floor is a limestone course at the sill level of the fourth floor. The fourth floor has three four-over-four double- 
hung windows spaced like the second and third floors. There is a simple cornice with a limestone diamond above the 
center window. 

42. CONTRIBUTING 
Address: 5146 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 
Current Use: restaurant Current Occupants: La Donna 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick \yith limestone detailing. The ground floor has a series of narrow 
casement windows with wood frames The main entrance is on the north side of the elevation. Between the first and 
second floor is a moulded limestone course. The second floor has a Chicago-style window on the south side and a 
single one-over-one double-hung window on the north. At the sill and lintel level of the window, there are limestone 
courses. Above the limestone corse is another wider limestone course along the cornice line. 

43. CONTRIBUTING 
Address: 5148 N. Clark Street 
Date: January 21, 1904 

Architect: George Kingsley Original Owner: E. Johnson 
Historic Use: unknown Historic Occupant: unknown 
Current Use: restaurant Current Occupants: Hopleaf 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has two central door with two 
sets of fixed storefront windows with transoms on either side, with a side door on the south end of the ground fa 9 ade. 

There is a limestone course that runs along the sill level of the windows on the second story. There are four one-over- 

one double-hung windows on the second story. There is another limestone course along the lintel above the second 
story windows that runs the course of the building. Above this course is a pressed metal comice with swags painted 
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red in between two limestone rectangles. 



44. CONTRIBUTING 
Address: 5151 N. Clark Street 
Date: October 9, 1916 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 
Current Use: retail Current Occupants: Sir Spa 
Number of Stories: 2 Building Materials: white brick, stone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 

V 

the street level. The building is clad in white and forest green glazed brick. The ground floor has a central entrance 
with a contemporary door and two fixed plate glass display windows on either side. Beginning at the second story 
level on either side is a vertical course of the forest green brick, that runs up to the cornice line and is connected 
horizontally with a two limestone squares intersecting and two shorter vertical courses running down to the lintel line 
of the second floor. The second floor has three large fixed plate glass windows with six awning windows below. At 
the top of the building is a limestone cornice. 

4 * 

45. CONTRIBUTING 

Address: 5150-5158 N. Clark Street; 1505-1519 W. Foster; 5153 N. Ashland 
Date: unknown 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 

Current Use: retail, residential Current Use: salon Current Occupants: Clark: (5150) Konak Pizza and Grill; 
(5152) Chicago Computer Repair; (5154) residential; (5158) Vitamin World; Foster: (1505) Shine; (1507) Jasmine’s 
Closet; (1509) Taste of Lebanon; (1511) Esquine Barber-Stylists; (1513) Hip Fit; (1515) IBN United Travel Services; 
(1517) Liliana European Skin Care; (1519) Amazona’s Driving School. Ashland: (5153) Neo-Futurist Theatre 
Number of Stories: 4 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, two stories high with a flat roof not clearly visible 
from the street level. The building is clad in red brick with limestone detailing. The ground floor has a series of 
storeronts that appear to have new storefront windows and entrances. The central entrance on Clark Street is limestone 
and gothic revival in style. Above this entrance there is a limestone frame that extends to the second and third floors. 
The second, third and fourth floors are identical, with evenly spaced single one-over-one double-hung windows. There 
is a limestone comice above the top of the fourth story, situated on the brick parapet. 

46. CONTRIBUTING 

Address: 5153-5157 N. Clark Street 

Date: April 4, 1912 

Architect: unknown Original Owner: unknown 
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Historic Use: store & flats Historic Occupant: Builders & Merchants Bank Building 

Current Use: residential & bank Current Occupants: North Side Federal Savings/Clark Foster Building 

Number of Stories: 3 Building Materials: brick, stone 

Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, three stories high with a flat roof not clearly 
visible from the street level. The building is clad in brick and limestone. The ground floor has a series of storefont 
windows with green awnings over each window. The windows are set between two limestone pilasters set infront of 
horizontal banding along the first floor. The entrances on the side elevations have surrounds with pediment with a 
central shell-headed lintel. The second and third floors are identical. All windows are one-over-one double-hung with 
limestone surrounds. The spandrels between each window and floor are light brick and the limestone between the 
windows is decorative. There is a limestone comice above the third floor. 

47. CONTRIBUTING 
Address: 5200 N. Clark Street 
Date: February 1912 

Architect: Frank Frey Original Owner: Rioniotis & Daviantez 
Historic Use: store Historic Occupant: Rioniotis & Garepis Shoe Shiner 
Current Use: restaurant Current Occupants: Icosium Kafe 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, one story high with a flat roof not clearly visible 
from the street level. The building is clad in brick with limestone detailing. The ground floor has a central comer 
recessed doorway with two fixed plate glass windows on both the west and south elevations. The comer of the 
building has curved stepped parapet roof. The brick on the building has been painted two tones of light and dark 
cream. 

48. CONTRIBUTING 
Address: 5201 N. Clark Street 
Date: October 20, 1904 

Architect: Theodore Andersen Original Owner: Schlitz Brewing Company 
Historic Use: stores Historic Occupant: Randolph Fruit Market 
Current Use: retail Current Occupants: Andersonville Wine & Spirits 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, two stories high with a flat roof not clearly visible 
from the street level. The building is clad in brick with limestone detailing. The ground floor has a comer entrance 
that is at a 45 degree angle to the street. On both elevations, there are contemporary plate glass display windows. 
Between the ground floor and the second floor is a blue vinyl awning. The second story has one-over-one double-hung 
windows with limestone lintels and sills. The roof line is simple, with a gabled parapet and limestone course at the 

comice, with copper brackets . 



49. CONTRIBUTING 
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Address: 5202 N. Clark Street 
Date: 1907 

Architect: unknown Original Owner: unknown 

Historic Use: store & flats Historic Occupant: Cohen & Hedstrom Shoes 
Current Use: retail Current Occupants: Sabrina Gift Shop 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has been altered and there is 
enameled steel cladding. There is a central recessed entrance, with plate glass display windows on either side. On the 
north side of the elevation, there is a metal door painted brown. The second floor has brick pilasters with limestone 
bases and capitals that extend from the second floor to the third. On the south side of the elevation on the second floor 
is a set of three one-over-one double-hung windows with limestone pilasters between. To the north, there is a single 
one-over-one double-hung window. 

4 » 

50. NON-CONTRIBUTING 
Address: 5203 N. Clark Street 
Date: March 1912 

Architect: Oscar Johnson & Sons Original Owner: M.E. Wilson & Co. 

Historic Use: bank Historic Occupant: Beardsley Studios 
Current Use: restaurant Current Occupants: Jin Ju 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is two stories, with a central recessed entry with plate glass display windows. 
The second floor has one-over-one double-hung windows that appear to be replacement windows. This buildings 
fafade has been drastically altered and stripped of all its original architectural character and does not have sufficient 
integrity to be considered contributing to the historic district. 

51. NON-CONTRIBUTING 
Address: 5204 N- Clark Street 
Date: January 1908 

Architect: unknown Original Owner: unknown 
Historic Use: retail Historic Occupant: Andrew Rioniontis 
Current Use: restaurant Current Occupants: Sushi Luxe 
Number of Stories: 1 Building Materials: brick, limestone 
Architectural Style: Commercial Style, with contemporary slip cover 

Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The building is clad in brick with contemporary materials, wood paneling on the south side of the 
elevation, sweeping up in a curved line to the top of the building on the north side. The ground floor is clad in brick 

with pointed arch windows. In between the wood and the brick, is square, stainless steel planels. This building is not 

contributing because of its heavy alterations to the entire fasade. 
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52. CONTRIBUTING 
Address: 5207 N. Clark Street 
Date: May 1 909 

Architect: Edward Benson Original Owner: R. Hall 
Historic Use: restaurant Historic Occupant: O.L. Dahlgren Restaurant 
Current Use: restaurant Current Occupants: Ann Sather Restaurant 
Number of Stories: 2 Building Materials: brick, limestone, wood 
Architectural Style: Neoclassical 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in painted brick with limestone detailing. The main entrance on the ground floor 
is on the north side of the elevation, is slightly recessed, with painted wood pilasters flanking the door. To the south, is 
a series of eight windows with muntins. Between the first and seconds stories is a broken triangular pediment. The 
second story has brick and plaster pilasters that extend to the parapet along the sides of the building. There is a central 
picture window with three panels and two smaller windwos that flank the central window. Above the second floor 
window are two limestone courses, with the word ‘HALL’ in between. Above the word ‘HALL’ and the limestone 
course are a series of nine limestone ballisters surrounded by a limestone course that create the parapet roof. 

53. CONTRIBUTING 
Address: 5208 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: Burgeson & Co. Real Estate, O.G. Sather, F.J. Williams Optometry 
Current Use: retail Current Occupants: Fast Frame 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a parapet and a flat roof not 
clearly visible from the street level. The building is clad in brick with limestone detailing. The ground floor has two 
doors on either side of the building, with two central fixed plate glass windows. There is a blue awning between the 
first and second floors. Above the awning is a limestone course that extends the length of the building. There are two 
light brick pilasters on the north and sound edges of the building that extend from the second floor course line up to 
the top of the parapet and are capped off by decorative urns. The second floor has two bay windows, each with three 
one-over-one double-hung windows. In between the windows are two light brick plasters that have decorative scrools 
and dentil moulding at the bottom, and a limestone capital at the top, where it terminates at the third floor line. The 
spandrels between the second and third floor use contrasting light brick to form a three-diamond pattern, with the 
center diamond being the largest. Both of these diamond patterns are directly above the second story windows and 
below the third story windows. The third floor windows are identical to the second floor. Above the third floor 
windows are two light brick arches with lion’s heads as keystones. The parapet roof is arched, with a stepped 
limestone bas-relief in the center. 

54. CONTRIBUTING 

Address: 5209 N. Clark Street 
Date: May 1909 
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Architect: Carl M. Almquist Original Owner: H.J. Lind 
Historic Use: store Historic Occupant: unknown 
Current Use: retail Current Occupants: Mena Tour & Travel 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Neoclassical 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in painted white brick with limestone detailing. The ground floor has two 
entrances on either side of the building, with three central fixed plate glass display windows. There is a blue awning 
above the windows. There is a central bay window with three double-hung windows. The center window is one-over- 
one and the outer two are nine-over-nine. Above the windows is a crown moulding course with dentil moulding 
below. Above that is a limestone cornice with dentil moulding. 

55. CONTRIBUTING 
Address: 5210 N. Clark Street 
Date: March 1907 

Architect: unknown Original Owner: unknown 
Historic Use: store & flats Historic Occupant: Werner Bakery 
Current Use: bar Current Occupants: Simon's Tavern 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with enameled steel on the ground floor. The ground floor entrances are 
recessed on the north side of the building. South of the entrances is a curved glass block comer, which then is carried 
out in fixed plate glass windows. The second story has a set of three windows on the south side, all one-over-one 
double-hung. There is a single one-over-one double hung window on the north side of the second floor. The comice is 
pressed metal, painted brown, with dentil moulding. Ther interior is a classic period tavern, typical of prohibition 
days. j 

56. CONTRIBUTING 
Address: 5211-5215 N. Clark Street 
Date: August 1905 

Architect: Andrew E. Norman Original Owner: C.W. Lind 
Historic Use: store & flats Historic Occupant: Lind Hardware Company 
Current Use: museum Current Occupants: Swedish American Museum 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The elevation is comprised of three bays. The 
central bay on the ground floor has a recessed entry and plate glass display windows in the outer two bays. Above 

these windows are prisma glass, each divided into three sections. The ground floor is clad entirely of limestone blocks. 

Between the first and second floors is a limestone course, with four double fluted pilasters separating the three bays, 
each pilaster has a limestone base and cointhian capital. The windows on the second floor in each bay are Chicago- 
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style windows, with a central fixed window, flanked by one-over-one double-hung windows. This arrangement is the 
same on the third floor. The spandrels between the second and third floors have decorative square and rectangle bas- 
relief limestone*detailing. 

57. CONTRIBUTING 
Address: 5212-5214 N. Clark Street 
Date: March 1905 

Architect: Paul Hansen Original Owner: A. Nelson 

Historic Use: store & flats Historic Occupant: A.A. Gustafson Men's Clotheier, C.W. & Amanda Hagman 
Current Use: retail Current Occupants: Screenz Computer Center 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with stucco or dryvit on the ground floor. The ground floor has been 
altered and has two separate entrances and fixed plate glass display windows. The second floor is symmetrical and has 
two sets of two one-over-one double-hung windows in the center and two sets of three one-over-one double-hung 
windows on the end of the building. The comice appears to be pressed metal painted brown. 

58. NON-CONTRIBUTING 
Address: 5216 N. Clark Street 

Date: unknown Architect: unknown Original Owner: unknown 
Historic Use: stores Historic Occupant: The Houseware Shop 
Current Use: retail Current Occupants: Presence 
Number of Stories: 1 Building Materials: wood, glass, tile 
Architectural Style: unknown 

Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The building is clad in brick wood paneling and tile on the ground floor. This building ahs been 
heavily altered and does not have integrity. 

59. CONTRIBUTING 
Address: 5217N. Clark Street 
Date: October 1914 

Architect: Andrew E. Norman Original Owner: J.A. Nelson 

Historic Use: store & flats Historic Occupant: The Temple Cleaners, Annette Linder 
Current Use: cleaners Current Occupants: Young's Cleaners (now vacant) 

Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has an entrance on the north 

side of the building, and an entrance on the south side which is flanked by two plate glass display windows. Above 

the windows is a red awning. There is a limestone course between the first and second stories, at the second floor sill 
line, that extends the length of the building. There are two sets of one-over-one double-hung windows on the second 
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and third stories. Above the windows on the third floor are limestone lintels with keystones. The parapet is stepped 
and comes to a point in the center with a limestone diamond pattern in the middle. 

60. CONTRIBUTING 

Address: 5220-5224 N. Clark Street t 

Date: April 1913 

Architect: Andrew E. Norman Original Owner: A.W. Nelson 

Historic Use: store & flats Historic Occupant: (5220)Peterson Nelson Shoe Repair; (5222) Jacob & Sarah Bein 
Sporting Goods, Mrs. Esther Carlson, Nelson & Ella Helistrom, John & Leila Johnson, C.D. & Ruth Karlborg, Alex & 
Anna Olson; (5224) Farragut Billiards Parlor, Margrett Bumquist 

Current Use: retail Current Occupants: Los Manos Gallery/Visionary Eye Care Professionals & Toujours Spa & 
Salon 

Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick. The ground floor storefronts have all been altered, but the second floor 
remains original. There are two sets of six-over-one double-hung windows alternating with a single six-over-one 
double-hung window. 

61. CONTRIBUTING 
Address: 5219 N. Clark Street 
Date: May 1909 

Architect: unknown Original Owner: unknown 

Historic Use: store & flats Historic Occupant: Ekstrand Paint and Supply Co. 

Current Use: retail Current Occupants: The Right Place 
Number of Stories: 3 Building Materials: limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad entirely in limestone and is three bays wide. The ground floor storefronts have all 
been altered, but at both the north and south sides there are limestone surrounds. There is a protruding limestone 
course above the ground floor that extends the length of the building. The second and third stories are identical with 
three bays and fixed windows with the transom being one-over-one double-hung windows that are oriented 
horizontally. Between the second and third floors is a limestone spandrel between each bay with four lancet arches 
with cusps. Above the third floor is a limestone course. The parapet has four pinnacles; the outside two are flat with 
the same lancet arches in the spandrel below. The inside two pinnacles have rounded finials. Between the pinacles are 
a series of gothic revial crenelation. 

62. CONTRIBUTING 
Address: 5221-25 N. Clark Street 

Date: January 1908 

Architect: Carl M. Almquist Original Owner: E.P. Nelson 

Historic Use: store & flats Historic Occupant: G.S. & Edith Hedgren, Julius & Elnora Lehman, George & Hazel 
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Tulio Barber 

Current Use: retail Current Occupants: White Attic/Scout 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The central entrance is slightly recessed and is 
flanked with limestone pilasters with Corinthian columns and entablature. The storefronts are to the north and south 
and both have contemporary doors and display windows. The windows on the north side of the second story elevation 
are a set of three one-over-one double-hung windows with a single one-over-one double-hung window to the south. 
The windows on the south side are exactly mirrored. On the lintel line of each window is a limestone course that 
extends the entire length of the building. 

63. NON-CONTRIBUTING 
Address: 5226 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: 

Historic Use: stores Historic Occupant: unknown 
Current Use: retail Current Occupants: De La Rosa Distributors 
Number of Stories: 1 Building Materials: brick 
Architectural Style: unknown 

Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The building is clad in dryvit with an awning that takes up the entire comice. This building has been 
significantly altered and does not retain enough integrity. 



64. CONTRIBUTING 
Address: 5228-30 N. Clark Street 
Date: January 1909 

Architect: S. Milton Eichberg Original Owner: S. Rosenbaum 

Historic Use: store & flats Historic Occupant: S. Rosenbaum Furniture Company 

Current Use: retail Current Occupants: Urbanest 

Number of Stories: 2 Building Materials: brick, terra cotta 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in white glazed brick with terra cotta detailing. The ground floor has 
contemporary windows and entrances. There is a terra cotta course on the sill level of the second floor windows that 
runs the length of the building. The windows on the second floor are all fixed replacement windows, which appear to 

be in the location of the original window openings. There are two parallel terra cotta cornices, the bottom one with a 
Corinthian motif, the top is a crown moulding design. 



65. NON-CONTRIBUTING 

Address: 5232 N. Clark Street 

Date: unknown Architect; unknown Original Owner: unknown 
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Historic Use: unknown Historic Occupant: unknown 
Current Use: salon Current Occupants: Jade's Nails 
Number of Stories: 1 Building Materials: brick, limestone 
Architectural Style: unknown 

Building Description: This building is non-contributing because it retains no original material and has been 
slipcovered over with aluminum siding and replacement windows and doors. 

66. CONTRIBUTING 
Address: 5234-5236 N. Clark Street 
Date: July 1907 

Architect: Carl M. Almquist Original Owner: B. Westerlund & Co. 

Historic Use: store & flats Historic Occupant: (5234) Farragut Billiards Parlor, (5236) Svea Dining Room 
Current Use: retail Current Occupants: (5234) Brownstone Antiques & Collectibles; (5236) Svea Restaurant 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 

the street level. The building is clad in brick with limestone detailing and a curved south and east comer of the 

elevation. The central door is slightly recessed, with fluted limestone pilasters with composite capitals ending at door 

height. Above the door is a fan-shaped transom window flanked by short, paired pilasters supporting an unbroken 

triangular pediment. There is a limestone course along the sill line of the second story. The windows are all one-over- 

one double-hung with brick quoining around the frame of the window and a lintel sill with an emphasized keystone. 

The comice is pressed metal below the stepped parapet that crests at the curved comer. 

«• 

67. CONTRIBUTING 
Address: 5233-5243 N. Clark Street 
Date: March 1910 

Architect: Hall and Westerlind Original Owner: J. Kitz 

Historic Use: store & flats Historic Occupant: (5233) Kravitz & Press Army Goods; (5235) Mrs. Alice Anderson; 
(5237) Swedish Massage Baths; (5239) Temple Sweet Shop, Mrs. Anna Barr; (5241-43) Temple Theatre 
Current Use: retail Current Occupants: (5233) Women & Children First Bookstore; (5239) Studio 90; 
Andersonville Chiropractic (2nd floor); (5241) Cassona Home Furnishings; (5243) Chicago Filmmakers/New 
Attitudes 

Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a parapet and flat roof not clearly 
visible from the street level. The building is clad in brick with limestone detailing. The ground floor is comprised 
mainly of plate glass display windows and doors. Between the first and second floors is a limestone course with 
geometric detailing. The second story has one-over-one double-hung windows with a limestone course at the lintel 
level, which extends the length of the building. The parapet roof is divided into three angled gables, two outer wide 

ones and one central narrow peak. The height of all three are identical. Under these peaks are corresponding window 

arrangments, with a limestone course topping off the parapet wall. 

5 
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68. CONTRIBUTING 
Address: 5240-5250 N. Clark Street 
Date: August 1924 

Architect: R. Bernard Kurzon Original Owner: A. Berstein 

Historic Use: store & flats Historic Occupant: (5238) Uptown Clark Garage; (5242) Peterson & Reltinger Real 
Estate, G. nils Peterson Steamship Agency, P.E. & Kate Anke, Jas & Fannie Jelfees, Ernest & Kate Tholl, Albert 
Rosenborg; (5244) Tune In Radio Shop; (5246) Father & Son Shoe Store, Inc.; (5248) Cafe Idrott, The Elk Fur Shop; 
(5250) Lindgren & Stark Clothing Inc. 

Current Use: bar, restaurant, gym Current Occupants: (5240) Farraguts Tavern; (5248) Cheetah Gym (5220) 
Erickson's Delicatessen 

Number of Stories: 2 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with terra cotta detailing. The ground floor store fronts have been altered, 
but retail the original terra cotta surrounded entrances. Between the ground floor and second floor there is a terra cotta 
course with classical detailing. The second story windows and predominantly one-over-one double-hung with some 
fixed windows. The larger windows have elaborate terra cotta surrounds with pilasters and capitals. A horizontal band 
with frieze and arch toop each set of windows. The comice is terra cotta and is supported by decorative brackets. 



69. NON-CONTRIBUTING 
Address: 5245 N. Clark Street 
Date: July 1910 

Architect: Hall and Westerlind Original Owner: Chas Greenblatt 

Historic Use: store & flats Historic Occupant: Miller Novelty Co., William J. Steener Electric Company and 
Lighting Fixtures 

Current Use: salon Current Occupants: The Landmark/Salon 10 
Number of Stories: 2 Building Materials: pigmented structural glass 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with pigmented glass on the ground floor. There are fixed windows on 
the second floor, which is clad in flagstone. This building is non-contributing because of significant alterations. 



70. NON-CONTRIBUTING 
Address: 5247 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: Schott and Son Fish, Uptown Sign Company 
Current Use: delicatessen Current Occupants: Wikstrom's Gourmet Foods (now vacant) 

Number of Stories: 2 Building Materials: granite 

Architectural Style: No Style 



Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in black and rose granite. The building is non-contributing because of significant 
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alterations. 

71. NON-CONTRIBUTING 
Address: 5253 N. Clark Street 
Date: December 7, 1 927 

Architect: Raymond Gregori Original Owner: Calner Construction Co. 

Historic Use: store & flats Historic Occupant: Andrew Anderson Cigars 
Current Use: restaurant Current Occupants: Andie's Restaurant 
Number of Stories: 2 Building Materials: stucco 
Architectural Style: No Style 

Building Description: This building is non-contributing because it has been completely renovated in the late 1990s 
with a stucco slipcover. 

72. NON-CONTRIBUTING 
Address: 5254 N. Clark Street 
Date: 1909 

Architect: unknown Original Owner: unknown 

Historic Use: store & flats Historic Occupant: Neisner Brothers Variety Store 
Current Use: retail Current Occupants: Community Auto Parts 

t 

Number of Stories: 2 Building Materials: dryvit 
Architectural Style: Neo-Mediterranean 

Building Description: This building is rectangular in shape, one story high with an arched parapet and a flat roof not 
clearly visible from the street level. The building is clad in dryvit with stone detailing on the ground level. This 
building has completely been altered and retains no intergrity. 

73. CONTRIBUTING 
Address: 5255-5257N. Clark Street 

Date: (5255) October 11, 1909; (5257) February 8, 1912 
Architect: Erlaudson Brothers Original Owner: Dr. Neber 
Historic Use: stores Historic Occupant: National Tea Company 
Current Use: restaurant Current Occupants: Reza's Restaurant 
Number of Stories: (5255) 1; (5257) 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The building is two separate buildings with one 
business currently occupying both. The 5255 N. Clark Street building is one story in height, and has a replacement 
door and windows. The windows are floor to ceiling casement wood frame windows that open onto the sidewalk. 
There are transom windows above these windows. The parapet wall is brick with a rectangular pattern with four 
limestone squares in the comer of each rectangle. The 5257 N. Clark Street building is three stories in height, with 

similar windows and doors to the building to its south. The second annd third floor each have a Chicago-style window 

and a single one-over-one double-hung window to the south. There is brick quoining from the middle of the second 
floor that extends up to the third floor. The comnice is limestone with limestone brackets. 
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74. NON-CONTRIBUTING 
Address: 5300 N. Clark Street 
Date: February -8, 1912 

Architect: J.P. Hettinger Original Owner: Miss Ida Klein 
Historic Use: store Historic Occupant: Walgreen's Co. Drugs 
Current Use: cafe Current Occupants: Starbucks 
Number of Stories: 1 Building Materials: dryvit 
Architectural Style: No Style 

Building Description: This building is non-contributing because of its heavy alterations and lack of any original 
building fabric. 

75. CONTRIBUTING 

Address: 5301-5303 N. Clark Street; 1476-1480 W. Berwyn 
Date: March 8, 1915 

Architect: J. Paulsen Original Owner: J. Ettleson 

Historic Use: stores and flats Historic Occupant: Clark Street: (5301) J.J. Carruthers Dentist, Summerdale Hat Shop, 
A.C. and Hattie M. Nelson; (5303) Castle Shop Ladies’ Wear, William Johnson, C.E. Nelson. Berwyn: unknown 
Current Use: retail Current Occupants: Clark: (5301-5303) Serendipity Massage, Chicago Dance Supply; Berwyn: 
(1476) John F. Goode, CPA; (1478) Iloilo Custom Framing; (1480) Tulip 
Number of Stories: 3 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, two stories high with a parapet and a flat roof not 
clearly visible from the street level. The building is clad in brick with white terra cotta detailing. The ground floor has 
been altered with wood cladding and replacement display windows, but the entrance is flanked by terra cotta brackets 
and entablature with a transom window. There is a terra cotta course that extends the length of the building, 
underneath the awnings. On the second story there is both a terra cotta sill and lintel that extend the length of the 
building. The windows are all one-over-one dpuble-hung windows. The cornice is a course of limestone with egg and 
dart mouding underneath. The parapet wall is stepped on each elevation with an arch at the building’s comer. The top 
of the parapet is clad in terra cotta, with bas relief terra cotta design. 

76. CONTRIBUTING 
Address: 5304 N. Clark Street 

Date: September 7, 1905; Remodeled late 1930s 
Architect: unknown Original Owner: unknown 

Historic Use: jewelry store Historic Occupant: Helge Erickson's Jewelers, Carl & Lillian Bergman 

Current Use: retail Current Occupants: Erickson Jewlery 

Number of Stories: 2 Building Materials: pigmented structural glass, brick 

Architectural Style: Commercial Style with Art Modeme/Deco slipcover 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 

the street level. The building is clad in brick and pigmented structural glass with limetsone and copper detailing. The 
ground floor has a central entrance and is flanked by glass display windows. There is a secondary entrance on the 
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north side of the building. Between the first and second floors is a steel course and steel letters set within the 
pigmented glass that spell ‘ERICKSON’ with a ring design over the ‘k.’The second floor has a bay of three windows, 
all one-over-one double-hung with a limestone frame and copper lintel and a single one-over-one double-hung 
window also with a limestone frame and copper lintel. The comice of the building is limestone with egg and dart 
moulding below the crown moulding. 

77. CONTRIBUTING 
Address: 5305 N. Clark Street 
Date: January 12, 1909 

Architect: Edward Benson Original Owner: Charles Anderson 
Historic Use: store & flats Historic Occupant: Carl and Emy Walden Baker 
Current Use: retail Current Occupants: CAS Hardware 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brown glazed brick with limestone detailing. The ground floor has two 
entrances on either end of the elevation. Between the doors are two fixed plate glass display windows. The second 
story has a set of three one-over-one double-hung windows on the south side of the building and a single one-over-one 
double-hung window on the north side. There are brick pilasters on the outside of the windows that extend beyond the 
parapet wall. The pilasters have limestone capitals and bases at the second story level. There is a limestone comice ; 
above that is an oval with light colored brick inside and keystones at four points in the oval. The top of the parapet is 
an arch around the oval. 

78. CONTRIBUTING 
Address: 5306 N. Clark Street 
Date: August 30, 1921 

Architect: unknown Original Owner: unknown 

Historic Use: store Historic Occupant: Berwyn Flower Shop, G.E. Barber Shop 
Current Use: restaurant Current Occupants: Sweet Occasions 
Number of Stories: 1 Building Materials: brick, limestone, stucco 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one and a half stories high with a flat roof not clearly 
visible from the street level. The building is clad in brick with limestone detailing. The ground floor, remodeled in 
2002, has a recessed central entrance, flanked by plate glass display windows and clad in stucco. There is an awning 
above the ground floor and a half floor or parapet with no windows above. There is limestone quoining on the farthest 

north and south edges, framing the building. The comice is also limestone, with an alternating triangle and undulating 
arch pattern. 

79. CONTRIBUTING 

Address: 5307 N. Clark Street 

Date: June 9, 1908 

Architect: Andrew E. Norman Original Owner: Anton A. Holin 
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Historic Use: store & flats Historic Occupant: Ernest and Hilda Johnson 
Current Use: retail Current Occupants: Specialty Video 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building has two distinct bays and is clad in brick with limestone detailing. The ground floor has 
been altered and painted white, with two doors on the north side of the building and fixed plate glass windows on the 
south. There is a black and white awning between the first and second floors. The second floor has a single one-over- 
one double-hung window on the north side and a set of three one-over-one double-hung windows on the south, all 
with splayed lintels with limestone keystones. There is a triangular pediment with an arched limestone inset inside. A 
straight cornice extends across the top of the building and has rectangular insets. 

80. CONTRIBUTING 
Address: 5308 N. Clark Street 
Date: August 18, 1915 

Architect: Carl M. Almquist Original Owner: Thurman Dros 
Historic Use: store Historic Occupant: F.W. Woodsworth 
Current Use: restaurant Current Occupants: Charlie's Ale House 
Number of Stories: 1 Building Materials: brick, wood, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one story high with stepped parapet and a flat roof not 
clearly visible from the street level. The building is clad in brick with limestone detailing. The ground floor a series of 
five arched openings with pillars. There is a central recessed entrance with double doors and an arched transom 
window above. There are two other window openings on each side set back from the arches with a fixed plate glass 
window. Above the arches, between the two windows is a decorative motif. There is a course with brackets just above 
the entrance that extends the length of the building. The parapet wall is flanked by two pillars with terra cotta ums on 
top. The parapet is stepped and clad in white brick that extends in a rectangular pattern around the sign for the 
business. 

81. CONTRIBUTING 
Address: 5309 N. Clark Street 
Date: September 16, 1908 

Architect: Edward Benson Original Owner: Annie S. Heartstedt 

Historic Use: store & flats Historic Occupant: A.M. and Norma Anderson Art Goods 

Current Use: retail Current Occupants: Paper Trail 

Number of Stories: 3 Building Materials: brick, limestone 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two bays wide, three stories high with a flat roof not 
clearly visible from the street level. The building is clad in brick with limestone detailing. The ground floor has fixed 

display windows and entrances on the north side of the building. Between the first and second stories is a red awning. 

The second and third stories are identical, with three brick pilasters separating the two bays. There are two sets of 
windows, each is a set of three one-over-one double-hung windows. Above the third floor windows is an arched 
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pediment with a limestone keystone. There is a limestone course that runs the length of the cornice. 

82. CONTRIBUTING 
Address: 5311-5315 N. Clark Street 
Date: March 9, 1911 

Architect: unknown Original Owner: unknown 

Historic Use: store & flats Historic Occupant: Ivan and Hanna Burgeson, H.A. and Mary E. Nelson, Julius Trip 
Women's Apparel 

Current Use: retail Current Occupants: Toys Et Cetera 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, four bays wide and three stories high with a flat roof not 
clearly visible from the street level. The building is clad in brick with limestone detailing. The ground floor has two 
storefronts, each below two of the bays. There is a central entrance with a trainsom window, flanked by brick piers. 
Each entrance to the storefront is the same, with a recessed entry and fixed, plate glass display windows to either side. 
Between the first and second floors is a brick course surrounded with limestone. Each bay on the second and third 
floors has a set of windows, all one-over-one double-hung. Between these floors there is a limestone square at the 
center of each bay. The cornice is a series of four recessed rectangles above each of the bays and limestone rectangles 
between the bays. 

83. CONTRIBUTING 
Address: 5314 N. Clark Street 
Date: August 11, 1910 

Architect: Holmquist Original Owner: P.M. Woodwsorth 

Historic Use: store & flats Historic Occupant: Central Produce Market Fruits and Vegetables, A.G. and Esther 

Gustafson, J.N. and Eliz Schmit, Herman and Amelia Schroeder 

Current Use: retail Current Occupants: His Stuff 

Number of Stories: 3 Building Materials: brick, flagstone 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with two shades of light brick and flagstone on the ground level. The 
ground level has flagstone on the south side of the elevation and fixed plate glass windows to the north for the 
storefront. There is an awning between the ground floor and the second floor. There is light brick quoining along the 
sides of the building that extends from the second floor up to the third. The second and third floors are identical in 
elevation. There is a group of three windows all one-over-one double-hung on the south side of the elevation and a 
single one-over-one double-hung window on the north. Between the two bays of windows and the spandrels are 
decorative geometric patterns constructed out of light colored brick. The original cornice has been removed and 
covered up by what appears to be concrete. 



84. CONTRIBUTING 

Address: 5317 N. Clark Street 
Date: January 15, 1910 
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Architect: Jugo J. Liedberg Original Owner: Mrs. Miller 

Historic Use: store Historic Occupant: Blitz Brothers Shoes, Mrs. Christina Lindahl 
Current Use: restaurant Current Occupants: Kopi 
Number of Stories: 2 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has two doors on both the 
north and south side of the building. To the south of the door on the north side, there is a fixed plate glass display 
window. Above these windows and doors is a black awning. There is a shorter, white awning above the other 
doorway. Between the first and second floors are two parallel limestone courses, the top one extends along the sill line 
of the windows on the second floor. On the north side of the elevation on the second floor, there is a series of three 
windows, all one-over-one double-hung windows. To the south there is a single one-over-one double-hung window. 
Above these windows is a terra cotta course with a brick cornice above. 

85. CONTRIBUTING 
Address: 5316-18 N. Clark Street 

Date: (5316) May 4, 1910; (5318) May 28, 1903 
Architect: Perry and Nauler Original Owner: Gnon Gungler 

Historic Use: store & flats Historic Occupant: (5316) Rudolf Sommer Varieties, E.F. and Anna Loring, N.B. and 

Anna Nelson, Mrs. Justa Stanten; (5318) Nannie C. Carlson Furniture, Helen Newman Dressmaker 

Current Use: cafe Current Occupants: (5316) Einstein Bagels; (5318) Ante Prima Restaurant 

Number of Stories: 2 Building Materials: brick, limestone 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, four bays wide and three stories high with a flat roof not 
clearly visible from the street level. The building is clad in brick with limestone detailing. The ground floor has a 
central entrance which is surrounded with limestone columns. On either side of this entrance are two storefronts, both 
with fixed plate'glass storfront windows and awnings. The second story has three limestone courses that run through 
the windows and extend along the length of the elevation. The windows on each side of the second story are mirror 
images of eachother. The center has two sets of three one-over-one double-hung windows set between 2 single one- 
over-one double-hung windows. There is a limestone course that runs along the cornice line with a arched alcove in 
the center of the building. 

86. NON-CONTRIBUTING 
Address: 5319-23 N. Clark Street 
Date: unknown’ 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: Maurice Friedman Department Store 
Current Use: retail Current Occupants: Alamo Shoe Store 
Number of Stories: 2 Building Materials: brick, stucco 

Architectural Style: Commercial Style 

Building Description: This building is non-contributing because of its extensive alterations and lack of original 
building fabric. 
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87. CONTRIBUTING 
Address: 5333-5337 N. Clark Street 
Date: February 1, 1910 

Architect: George S. Kingsley Original Owner: Chas A. Johnson 

Historic Use: stores Historic Occupant: (5333) B. Akerholm, Lauer Bohmann Co. Meats, A.T. Lundgren; (5335) 
Theo Barkulis Grocery, A.J. Anderson, Edith Lans; (5337) Alma Carlson, Ottilia Peterson Nurse, Julia Josephson 
Nurse, Aug and Hanna Hallquist, John Lundstrom Optometrist 

Current Use: retail, medical Current Occupants: (5333) 1st Dental; (5335) Styles Unlimited (5337) Pine Cleaners 
Number of Stories: 3 Building Materials: brick, limestone, stucco 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, four bays wide and three stories high with a flat roof not 
clearly visible from the street level. The building is clad in brick with limestone detailing. The ground floor has been 
slightly altered by some of the storefronts with replacement windows and doors. There is a limestone course below the 
sill level of the second story. On the second story there are alternating sets of windows; a set of three one-over-one 
double-hung windows and a single one-over-one double-hung window. The placement of the windows is the same on 
the third floor as it is on the second, the only difference is the sills on the third floor are limestone. There is a 
limestone cornice at the top of the building. 

88. NON-CONTRIBUTING 
Address: 5340 N. Clark Street 
Date: February 27, 1922 

Architect: unknown Original Owner: unknown 
Historic Use: stores & garage Historic Occupant: Ida Nelson 
Current Use: bank Current Occupants: U.S. Bank 
Number of Stories: 2 Building Materials: dryvit cover 
Architectural Style: No Style 

Building Description: This building is non-contributing because it has been altered and slipcovered significantly and 
retains no original integrity. 



89. NON-CONTRIBUTING 
Address: 5341-43 N. Clark Street 
Date: 1946 

Architect: Levy & Klein Original Owner: A. Eisenstein 

Historic Use: unknown Historic Occupant: vacant 

Current Use: restaurant Current Occupants: Calo's 

Number of Stories: 1 Building Materials: dryvit, tile mansard roof 

Architectural Style: unknown 

Building Description: This building is non-contributing because it is less than fifty years old and has contemporary 

alterations made to it. 



90. NON-CONTRIBUTING 
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Address: 5346-48 N. Clark Street 

Date: (5346) October 30, 1899; (5348) March 18, 1908 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: (5346) Economy Shoe Repair Shop, F.J. and Laura Baxter; (5348) Clark 
Style Shop, Alex and Julia Nelson 

Current Use: bakery Current Occupants: Swedish Bakery 
Number of Stories: 2 Building Materials: brick 
Architectural Style: unknown 

Building Description: This building is non-contributing because it has sustained substantial alterations and retains 
little integrity. 

91. CONTRIBUTING 
Address: 5347-5349 N. Clark Street 
Date: May 15, 1922 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: Piggly Wiggly Grocery, R and Irma Roedig Chiropractic 
Current Use: office/restaurant Current Occupants: (5347) Service Is Us, Inc.; (5349) Augie's Restaurant 
Number of Stories: 2 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with parapet and a flat roof not clearly 
visible from the street level. The building is clad in brick with limestone detailing. The ground floor has been altered 

Jf 

with a contemporary brick and a shingled awning. The second floor has two sets of three one-over-one double- hung 
windows, there is a limestone course above the lintel level of the second floor. There is another limestone course 
below the parapet with a central bas relief decorative motif. The parapet has a triangular roofline with terra cotta 
outline. 

92. NON-CONTRIBUTING 
Address: 5351-5353 N. Clark Street 
Date: July 11, 1906 

Architect: Niels Buck & Co. Original Owner: Mrs. Swain 

Historic Use: stores Historic Occupant: (5351) Nelson's Markets Inc.; (5355) Jas Marinakis Restaurant 
Current Use: retail/salon Current Occupants: (5351) Sprint; (5355) Tanning Salon 
Number of Stories: 1 Building Materials: brick, limestone 
Architectural Style: No Style 

Building Description: This building is non-contributing because it has been severly altered and has no integrity 
because it contains no original fabric. 

93. NON-CONTRIBUTING 
Address: 5355 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unkno,wn 

Historic Use: store Historic Occupant: National Tea Company 
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Current Use: bar Current Occupants: Atmosphere 

Number of Stories: 1 Building Materials: brick, aluminum siding 

Architectural Style: No Style 

Building Description: This building is non-contributing because it has been slipcovered and retains little of its 
original fabric. 

94. CONTRIBUTING 
Address: 5357 N. Clark Street 
Date: December 22, 1908 

Architect: Edward Benson Original Owner: Schulthas 

Historic Use: store Historic Occupant: Enos R. and Adelaide Cross, W.C. Stanford Drugs 
Current Use: convenience store Current Occupants: Quick Stop Pantry 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, three stories high with a flat roof not clearly 

visible from the’ street level. The building is clad in brick with limestone detailing. The ground floor has its main 

entrance on the comer of the building. The storefront has been altered and has non-original windows and storefront 

windows. There is another entrance to the south side of the building. Between the first and second floors is a green 

awning. The bottom of the second floor at the sill level is a limestone course that extends the length of the building. 

There are alternating sets of windows, identical on both the second and third floors; a single one-over-one double- 

hung with a set of three one-over-one double-hung windows. The windows on the second floor have limestone lintels 

and the on the third floor they have a limestone course above the lintel on the third floor. There is a simple limestone 

comice at the top of the roofline. 

* 

95. CONTRIBUTING 

Address: 5356-5358 N. Clark Street; 1507-1511 W. Balmoral 
Date: November 13, 1908 

Architect: Adolph Hoerner Original Owner: E. Klug 

Historic Use: unknown Historic Occupant: O.M. and Rachel Bems 

Current Use: retail Current Occupants: Clark: (5356) Klug Currency, Andersonville Chamber of Commerce; 

(5358) T-Mobile. Balmoral: (1507) Huey’s Hot Dogs; (1511) Marty’s Wine Bar 

Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has two main storefronts; one 
on the comer the other on the Clark Street elevation. On the outside of each door there are brick columns with limene 
bands. Below the second floor on the sill level there is a limestone course that runs the length of the building. The 
second floor has a series of one-over-one double-hung windows. Above each window is a flat, limestone lintel, with a 
limestone course that runs the length of the building at the lintel level. The cornice has dentil band that is stepped up at 

the center of the building on the Clark Street elevation. 



96. CONTRIBUTING 
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Address: 5400 N. Clark Street 
Date: January 13, 1913 

Architect: Ottenheimer, Stem and Reichert Original Owner: Swedish-American Bank 

Historic Use: bank Historic Occupant: Swedish-American State Bank 

Current Use: restaurant Current Occupants: Hamburger Mary's 

Number of Stories: 2 Building Materials: terra cotta 

Architectural Style: Commercial Style with Classical Detailing 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. -The building is clad in white glazed terra cotta. The south east comer of the ground level of the 
building has fixed plate glass storefront windows with a purple awning above. There is an entrance on the north and 
center of the building. On the second floor, there are terra cotta piers and stylized paired classical pilasters at the 
building’s comers. The pilasters have capitals that are a modified Ionic. The second-story wall surface is largely filled 
with a semi-circular tripartitie window. The surface above the window has very thin vertical accent strips capped with 
foliate details. An oversized and decorative keystone rests below the entablature and above the window. The keystone 
portrays the Chicago municipal “Y” symbol with a stylized eagle. The projecting entablature has organic rounded 
forms repeated in line. An unadorned cartouch is situated in the center of the tympanum, flanked by two cornucopias 
with fruit. The Gomers of the parapet are topped by flanking scrolled projections. The comice line below the 
tympanum is egg and dart moulding. 

97. CONTRIBUTING 
Address: 5401-5403 N. Clark Street 
Date: March 9, 1911 

Architect: H.D. Moreland and Co. Original Owner: Joseph Galli 

Historic Use: store & flats Historic Occupant: Hobbs and Sutpleten Store No. 2 

Current Use: cafe/restaurant Current Occupants: (5401) A Taste of Heaven; (5403) Angel's 

Number of Stories: 2 Building Materials: brick, limestone 

Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, two stories high with a flat roof not clearly visible 

from the street level. The building is clad in brick with limestone detailing. The ground floor has two main storefronts, 

each with a recessed entry and fixed storefront windows. The second floor has a limestone sill course with decorative 

brackets between the windows. The windows are all single one-over-one double-hung windows. The comice of the 

building is a simple limestone moulding. 

* 

98. CONTRIBUTING 
Address: 5402-5418 N. Clark Street 
Date: April 7, 1915 

Architect: George H. Borst Original Owner: Calo Theatre Co. 

Historic Use: theatre Historic Occupant: (5402) Ernest Gustafson Jeweler; (5404) Ann Helen Frock Shop; (5406) 
Calo Candy Shop, Calo Theatre; (5408) Lakewood Radio Service; (5410) Vacant; (5412) Calo Building, Rooms 1-8, 
Calo School of Dancing, Rooms 9-10, Calo Dental Laboratory 

Current Use: retail, restaurant Current Occupants: (5402) Tomboy; (5404) Brown Elephant; (5406) Pasticceria 
Natal iana; (5408) Pink Magazine/White Attic; (5410) Bon Bon; (5414) 2x10 Nails; (5416) Marrakech Treasure; 
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(5418) In Fine Spirits 

Number of Stories: 2 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style with Spanish Baroque Revival 

Building Description: This building is rectangular in shape, ten bays wide and three stories high with a flat roof not 
clearly visible from the street level. The building is clad in brick with terra cotta detailing. The ground floor has 
various storefronts with replacement doors and windows. There are still terracotta frames around the existing main 
door and transom. There is a large two-story arch with a pediment, which says “The Calo Theater.” The second story 
has sets of two three-over-one double-hung windows with limestone frames. There are ten sets of windows total; two 
on the south end of the main entrance and eight on the north end. Paired brackets are located at the comers beneath the 
terra cotta comice. A cartouch above the window is flanked by figures in bas relief, seashells and musical instruments. 
Floriate designs' are incorporated in the comice atnd coping at the roofline. 

99. CONTRIBUTING 
Address: 5405-5407 N. Clark Street 
Date: March 9, 1911 

Architect: H.D. Moreland and Co. Original Owner: Joseph Galli 

Historic Use: store & flats Historic Occupant: (5405) Calo Jewelers; (5407) Mrs. Mary Woelke 
Current Use: retail Current Occupants: (5405) Haus; (5407) Red Balloon 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 
street level. The building is clad in brick with limestone detailing. The ground floor has two central entrances with 
storefront windows on both sides. There is a limestone course that runs the length of the building just above the 
storefront windows. The building has a brick parapet with a limestone course with a label moulding. 

100. CONTRIBUTING 
Address: 5409-5411 N. Clark Street 

Date: March 16, 1922 ? 

Architect: Rissman and Hirschfeld Original Owner: Sam Fisher 

Historic Use: stores Historic Occupant: (5409) Meek and Meek Clothing; (5411) Laura A. Smith 
Current Use: office Current Occupants: Edgraphx 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 
street level. The building is clad in brick with limestone detailing. The ground floor appears to have contemporary 
storefront windows and doors. The building has a limestone parapet with four evenly spaced pinnacles with urns. 

101. CONTRIBUTING 
Address: 5413 N. Clark Street 

Date: April 25, 1921 

Architect: Edward Benson Original Owner: Hyman Kinzelberg 
Historic Use: store Historic Occupant: none 
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Current Use: restaurant Current Occupants: Ole Ole 
Number of Stories: 1 Building Materials: limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two bays wide and two stories high with a flat roof not 
clearly visible from the street level. The building is clad in limestone. The main entrance is on the south side of the 
elevation, with movable windows to the north with four transom windows above. The second story has two sets of 
two fixed windows. The cornice line has a series of eight ballisters on each bay. 

102. CONTRIBUTING 
Address: 5415-5417 N. Clark Street 
Date: August 6, 1915 

Architect: E. N.eilson Original Owner: Frank Gusande 

Historic Use: store & flats Historic Occupant: (5415) Frank and Clara Gusinde Baker (5417) Edgeworth Floor 
Covering Co., A. W. Munro Cigars 

Current Use: office/residential Current Occupants: AAA Targeted 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has two entrances and transom 
windows on each side of the building. The doors are framed with limestone and have limestone lintels with brackets 
between the door and the transom. There is a display window in the middle of the elevation with twenty rectangular 
panes of glass. There are two limestone courses above the transom window. The second story has two sets of two one- 
over-one double-hung windows with limestone sills. There is a brick course above the windows on the second floor 
with limestone squares on the comers of the windows. The corice is copper with a tiled mansard roof. 

103. CONTRIBUTING 
Address: 5419 N. Clark Street 
Date: March 16, 1922 

Architect: Rissman and Hirschfeld Original Owner: H.A. Gordon 
Historic Use: stores Historic Occupant: Bemie's Bootery 
Current Use: bar Current Occupants: Star Gaze 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a parapet and a flat roof not clearly 
visible from the street level. The building is clad in brick with terra cotta detailing. The ground floor has a central 
doorway and three fixed, square windows on each side. The parapet is segmented and has a pressed metal comice. 
Within the parapet is a decorative geometric terra cotta design. 

104. CONTRIBUTING 
Address: 5420 N. Clark Street 
Date: October 25, 1904 

Architect: Henry P. Beiler Original Owner: Paul Merkel 
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Historic Use: store & flats Historic Occupant: Capital Cafe 
Current Use: medical center Current Occupants: Vacant 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a parapet and a flat roof not clearly 
visible from the' street level. The building is clad in brick with terra cotta detailing. The ground floor has been altered 
with brick and stucco infill. There are two doors on the north and south sides of the front elevation. The second story 
has a limestone sill course that extends the length of the building. On the south side of the second floor there are two 
one-over-one double-hung windows and a single one-over-one double-hung window to the north. Above the windows 
is a limestone course that runs the length of the building with four decorative limestone brackets. There is a cornice 
with three triangular pediments with limestone coursing along the top of the parapet. 

104. NON-CONTRIBUTING 

Address: 5422-5426 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: (5422) Benjamin Hecht Shoes, Sanitary Barber Shop; (5424) Capital Fruit 
Market; (5426) Capital Meat Market 

Current Use: cafe/laundry Current Occupants: (5422) Quiznos; (5426) Coin-Op Laundry 

Number of Stories: 1 Building Materials: brick 
Architectural Style: No Style 

Building Description: This building is non-contributing because it appears to date outside of the period of 
significance. 

105. CONTRIBUTING 
Address: 5428-5430 N. Clark Street 
Date: May 1922 

Architect: David Saul Klafter Original Owner: Samuel A. Honk 

Historic Use: stores Historic Occupant: (5428) Elinar and Agdar Anderson Malt and Hop; (5430) Dixie Bedding 
Store 

Current Use: retail Current Occupants: Ruff N' Stuff 
Number of Stories: 1 Building Materials: limestone, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 
street level. The building is clad in limestone and terra cotta. The ground floor is eleven fixed narrow display 
windows. The parapet roof has a central cartouche with a limestone cornice. 

106. CONTRIBUTING 
Address: 5423-5437 N. Clark Street 
Date: February 11, 1921 

Architect: A.V. Frisen Original Owner: Capital State Bank 
Historic Use: bank Historic Occupant: Capital State Savings Bank 
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Current Use: restaurant; religious Current Occupants: (5423) Noodle Zone; (5437) Philadelphia Church 
Number of Stories: 2.5 Building Materials: limestone 
Architectural Style: Neoclassical 

Building Description: This building is rectangular in shape, five bays wide, two stories high with a flat roof not 
clearly visible from the street level. The building is clad in limestone. There are double pilasters flanking the central 
bay and single pilasters flanking the other bays.The ground floor has a central entrance with two main doors and side 
lights with a green canopy covering. There are small fixed windows on each bay at this level. The second and third 
floors has glass block windows on the center bay. The next outer bays have three one-over-one double-hung windows 
and the outermost bays have a single one-over-one double-hung window. The third story is identical to the second. 
There is a limestone cornice with dentil moulding and a stepped parapet. 

107. NON-CONTRIBUTING 
Address: 5432-5436 N. Clark Street 

Date: unknown Architect: unknown Original Owner: unknown 

Historic Use: stores & garage Historic Occupant: (5432) Dixie Bedding Stores; (5434-5436) Catalpa Garage 
Current Use: garage Current Occupants: ASM Auto Repair Service 
Number of Stories: 1 Building Materials: brick 
Architectural Style: No Style 

Building Description: This building doesn’t appear to have sufficient integrity. 

108. CONTRIBUTING 
Address: 5438 N. Clark Street 
Date: April 7, L912 

Architect: Edward Benson Original Owner: John A. Jacobson 

Historic Use: store Historic Occupant: W.J. and Signa Clifford, Jacobson and Co. Upholstery 
Current Use: office Current Occupants: Koenig & Strey 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 
street level. The building is clad in brick with limestone detailing. There are two entrances, one on the north end of the 
building and the other near the center, with display windows flanking the door. There is a continuous limestone sill 
below the second story windows. The second story has a set of three one-over-one double-hung windows and a single 
one-over-one double-hung window to the north. At the comers of the buildings there are brick piers that extend up to 
the comice line. A brick comice protrudes from the facade half-way between the upper windows and the top of the 
parapet. 

109. NON-CONTRIBUTING 

Address: 5440 N. Clark Street 
Date: 1961 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: A&P Grocery 

Current Use: retail Current Occupants: Thybony Paint and Wallcoverings 
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Number of Stories: 1 Building Materials: brick 
Architectural Style: unknown 

Building Description: This building is rectangular in shape one story high with a side gable roof. The building is clad 
in painted brick. The Clark Street elevation has three main bays each with three fixed windows. There is a central 
triangular pediment above the center bay. At the peak of the roof in the center is a small coupula with a tower. 

110. CONTRIBUTING 
Address: 5447 N. Clark Street 
Date: May 10, 1911 

Architect: Olaf Johnson Original Owner: Olaf Johnson 

Historic Use: grocery Historic Occupant: El-An-Aye Food Shop Delicatessen 

Current Use: religious Current Occupants: Philadelphia Church Activity Center 

Number of Stories: 3 Building Materials: brick, limestone 

Architectural Style: Commercial Style 

Building Description: The building is three stories high and clad in brick with limestone detailing. There are two 
entrances, one on the north end of the building and the other at the south. The ground floor has been completely 
altered and has a green awning over the entire length of the ground floor. The second and third stories are identical 
with two bays and three limetone pilasters on each side of the bays. The bay on the north side has three one-over-one 
double-hung windows; the bay on the south side has a single one-over-one double hung window. There is a limestone 
course that runs the length of the building with smaller vertical ribs below. The parapet is stepped brick with 
limestone course along the top and three limestone diamonds on top of the brick. 

111. CONTRIBUTING 
Address: 5449 N. Clark Street 
Date: November 9, 1 894 

Architect: Oscar Peterson Original Owner: Chas Peterson 

Historic Use: store and flats Historic Occupant: Chas and Helen Johnson, Elmer and Hilda Nelson, J.K. Rosseter 
Army Goods 

Current Use: cafe Current Occupants: Sunshine Cafe 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 
street level. The building is clad in brick with limestone detailing. There are two entrances, one on the north end of the 
building and the other near the center, with display windows flanking the door. There is a continuous limestone sill 
below the second story windows. The second story has a set of three one-over-one double-hung windows and a single 
one-over-one double-hung window to the north. At the comers of the buildings there are brick quoins that extend up 
to the comice line 

112. NON-CONTRIBUTING 
Address: 5457 N. Clark Street 

Date: unknown 

Architect: unknown Original Owner: unknown 



NPS Form 10-900-a 
( 8 - 86 ) 



OMB No. 1024-0018 



(Expiration 1-31-2009) 



United States Department of the Interior 
National Park Service 

NATIONAL REGISTER OF HISTORIC PLACES Andersonville Commercial Historic District 

CONTINUATION SHEET Cook County, IL 

Section 7 Page 4 3 



Historic Use: unknown Historic Occupant: unknown 
Current Use: convenience store Current Occupants: White Hen 
Number of Stories: 1 Building Materials: brick 
Architectural Style: new construction 

Building Description: This building is non-contributing because it is new construction. 

113. CONTRIBUTING 

Address: 5501 N. Clark Street (1478-1480 W. Catalpa) 

Date: March 29, 1905 Architect: Oscar Johnson Original Owner: John Hammar 

Historic Use: stores and flats Historic Occupant: F.C. Aumann Drugs, V.O. and Bertha Watkins Dentist, Harry 
Morris Malts and Hops 

Current Use: cafe/convenience store/salon Current Occupants: Gordono's Pharmacy, J.B. Deli, Cell Phone Store, 
Sun Beauty Salon, Avalon Chirporactic 

Number of Stories: 2 Building Materials: brick, terra cotta, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 
street level. The building is clad in brick with limestone detailing. The ground floor has a series of storefonts with 
fixed display windows. The second story has one-over-one double-hung windows in groupings of two. There is a 
limestone course above the retail windows and another above acting as a visual base for the second story windows. 
There is a terra cotta cornice above the windows and a parapet with a raised arch in the center. 

114. NON-CONTRIBUTING 
Address: 5505 N. Clark Street 
Date: April 6, 1905 

Architect: Andrew Sandeqren Original Owner: S.A. Danialson 
Historic Use: store Historic Occupant: George Landin Automotives 
Current Use: retail Current Occupants: Guitars and More 
Number of Stories: 1 Building Materials: brick 
Architectural Style: new construction 

Building Description: This building is non-contributing because it is new construction. 

115. CONTRIBUTING 
Address: 5507 N. Clark Street 
Date: 1912 

Architect: Carl M. Almquist and Adel S. Pearson Original Owner: Gustafoe Holace 
Historic Use: store & flats Historic Occupant: Foster Hand Laundry, G.A. and Anna Holm 
Current Use: office Current Occupants: Saigon Real Estate 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 

street level. The building is clad in brick with limestone detailing. The ground floor has three entrances, one to the 
north and two on the south side of the elevation. The second story has a set of three one-over-one double-hung 
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windows and a single one-over-one double-hung window to the north. The third story is identical to the second. There 
is a stepped parapet cresting at the center with a decorative, emphasized limestone keystone in the center. 

116. CONTRIBUTING 
Address: 5509-15 N. Clark Street 
Date: 1922 

Architect: Dubin & Eisenberg Original Owner: Alpen Greenberg 
Historic Use: stores Historic Occupant: Venezia Garden Ornaments Co. 

Current Use: grocery Current Occupants: Edgewater Produce 
Number of Stories: 1 Building Materials: brick, terra cotta 
Architectural Style: Spanish Baroque 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible from the 
street level. The building is clad in brick with limestone detailing. The ground floor has a recessed entry on both the 
north and south side of the elevation the remainder of the ground floor are display windows. There are narrow, 
rounded terra cotta piers on the center as well as the north and south. The outer piers rise through the belt course to the 
top of the parapet. The center pier stops at the belt course above the windows and visually supports the central detail 
and circular bas-relief, which occupy the space of an arch in the parapet. The remainder of the parapet is adorned with 
six evenly spaced terra cotta squares across both sides of the fafade. The parapet has a terra cotta coping. 

117. CONTRIBUTING 

Address: 5517-5523 N. Clark Street ' 

Date: April 5, 1905 

Architect: Ronnenberg, Pierce and Hauber Original Owner: M. Goldstein 
Historic Use: stores Historic Occupant: Hansen Valdemar Picture Frame Manufacturer 
Current Use: retail/drycleaners Current Occupants: (5517) Los Arcos (5521)$ Times Plus Discount Store, 

Tire Repair; (5523)Stellar Cleaners 
Number of Stories: 1 Building Materials: terra cotta 
Architectural Style: Spanish Baroque 

Building Description: This building is rectangular in shape one story high with a flat roof not clearly visible 
street level. The building is clad in brick with limestone detailing. The fafade is divided into four storefronts, 
parapet wall is heavily decorated with beige terra cotta with a course of blue terra cotta with a bas-relief border. This 
course is interrupted eight times with circular medallions of terra cotta surrounding the circular stained glass details. 
Octagonal towers stand above the roofline, two at the comer and two evenly spaced along the fafade. 

118. NON-CONTRIBUTING 
Address: 5516 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: Jewel Osco 
Historic Use: none Historic Occupant: none 

Current Use: grocery Current Occupants: Jewel-Osco 
Number of Stories: 1 Building Materials: dryvit 
Architectural Style: new construction 
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Building Description: This building is non-contributing because it is new construction. 

119. CONTRIBUTING 
Address: 5531-5539 N. Clark Street 
Date: 1923 

Architect: Rissman and Hirschfeld Original Owner: J. A. Albert 

Historic Use: store & flats Historic Occupant: (5333) Vehon Manny dry goods; (5535) F. W. Klocke Physician; 
(5537) Vacant; (5539) Hair Cuttery 

Current Use: bank Current Occupants: Washington Mutual 
Number of Stories: 3 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. There are four storefronts on the ground floor. 
Between the first and second floors is a limestone course with decorative geometric patterns. The second story 
windows appear to be replacements. Each bay has a central fixed window flanked by a one-over-one double-hung 
window on each side with a transom that spans all three vertical windows. Each window has a stepped limestone 
lintel. There is a cartouche in the parapet that reads “Gregory” above the middle window. 

120. CONTRIBUTING 
Address: 5541-5545 N. Clark Street 
Date: 1926 

Architect: unknown Original Owner: unknown 
Historic Use: garage Historic Occupant: Capital Garage 
Current Use: medical center Current Occupants: (5545)Athletico 
Number of Stories: 2 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with terra cotta detailing. The ground level is five bays wide with a 
central doorway, with an arched hood that spans the ground level to the parapet. Above the central doorway are the 
words “CAPITAL GARAGE” spelled out in terra cotta. The building reads as a former garage, and the windows on 
the ground level are now where the garage doors once were. The windows are all contemporary, fixed display 
windows. The second story has five, single one-over-one double-hung windows with bracketed top lintels or lintels 
with an arched tympanum on each side of the hood. The three windows inside the central arch have bas-relief panels 
inside the tympanums. Over the middle of these three windows, inside the arched hood is a terra cotta eagle, with 
wings spread open. The grand arch forms a notably taller central element to the parapet. Circular bas-reliefs protrude 
through the parapet above the two groupings of five windows. 

i» 

121. CONTRIBUTING 
Address: 5547-5549 N. Clark Street 
Date: 1914 

Architect: D.N. Furbybell Original Owner: Martin Brothers 

Historic Use: store & flats Historic Occupant: (5547) Karl Fiedly, George Bosshart Meats; (5549) National Tea Co., 
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C.A. Tweed 

Current Use: restaurant/office Current Occupants: (5547) Tan Oshii; (5549) All State Insurance 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground level has a central door with two 
storefronts on either side that taper in towards the edges of the building. There are three fixed storefront windows with 
an entrance at the comer for both storefronts. There is a continuous awning over the ground level. The second story 
has two central one-over-one double-hung windows and two sets of three one-over-one double-hung windows with 
limestone sills. There is a brick dog-tooth comice under a limestone course. The parapet is capped with limestone and 
features two steps, one on either side of a central raised arc. 

122. CONTRIBUTING 
Address: 5553-5557 N. Clark Street 
Date: 1909 

Architect: Hugo J. Liedberg Original Owner: unknown 

Historic Use: store & flats Historic Occupant: (5553) Allen Hardware Co., C.W. Keefer, William Noebler; (5557) 

Max Dettelbach Dry Goods, Hult Olza, Helen Walsh 

Current Use: restaurant Current Occupants: Gilly's Place 

Number of Stories: 3 Building Materials: brick 

Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, three stories high with a flat roof not clearly 
visible from the- street level. The building is clad in brick with limestone detailing. The ground floor has what appear 
to be contemporary storefront windows, with black awnings above the windows. The central door on the Clark Street 
elevation has a limestone surround and lintel. There is a limestone course that runs the length of the sill along the 
second story. The second and third stories are identical, both with one-over-one double-hung windows. Above each 
window is a limestone lintel. There is another limestone course above the third story that runs the length of the 
building. Along the comice line there is a brick dogtooth course topped with brick dentils and a limestone course. The 
comer parapet is stepped with a limestone course along the top. 

123. NON-CONTRIBUTING 
Address: 5554-5556 N. Clark Street 
Date: 1909 

Architect: William G. Krieg Original Owner: Henry L. Carr 

Historic Use: store Historic Occupant: Bryn Mawr Restaurant, Central Produce Markets 
Current Use: retail Current Occupants: Salvation Army 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, one story high with a flat roof not clearly visible 

from the street level. The building is clad in brick with limestone detailing, the majority of which has been removed. 

The ground level has the main entrance on the corner, which is bisected at a forty-five degree angle. There are brick 
pilasters with limestone bases and capitals flanking the door. There are four rectangular bas-relief panels between the 
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windows. There" are a series of fixed storefront windows. The parapet is unadorned with one central rectangle that is 
situated above the doorway. This building is non-contributing because it has sustained significant alterations. 

124. NON-CONTRIBUTING 
Address: 5600-5602 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: store Historic Occupant: Chicago Produce Stores 

Current Use: restaurant Current Occupants: (5600) Primo Pizza; (5602) Maytag Laundry 
Number of Stories: 1 Building Materials: brick 
Architectural Style: No Style 

Building Description: This strip mall appears to be built outside the period of significance for the district. 

125. CONTRIBUTING 
Address: 5601-5609 N. Clark Street 
Date: April 19, 1905 

m 

Architect: unknown Original Owner: unknown 

Historic Use: store Historic Occupant: Anchor Window Shade Store 

Current Use: retail Current Occupants: (5601) Jackson Hewitt; (5603) EGI Electronics; (5605-5609) Turkish 
Cuisine Bakery 

Number of Stories: 2 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with terra cotta detailing. The ground level has a comer entrance that is 
recessed with fixed storefront windows. There is a side door with a transom window and a terra cotta surround. There 
is a terra cotta course that runs along the sill level of the second floor. There are a series of one-over-one double-hung 
windows with terra cotta fluted pilasters between the windows situated on the comer of the building. 

126. CONTRIBUTING 
Address: 5611 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: stores Historic Occupant: unknown 
Current Use: school Current Occupants: Lake Shore School 
Number of Stories: 1 Building Materials: limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The building is clad in limestone with fluted pilasters at the comer of the building. There is a central 
entrance on the ground level with two recessed doors. There are storefront windows to either side of the entrance with 

painted yellow muntins. There is a yellow awning over the ground floor. The parapet wall is simple and unadorned 

limestone with a limestone string moulding course. 
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127. CONTRIBUTING 
Address: 5616 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 
Current Use: restaurant Current Occupants: McDonald’s 
Number of Stories: 1 Building Materials: brick, dryvit 
Architectural Style: Commercial Style 

Building Description: This building is built outside the period of significance. 



128. CONTRIBUTING 
Address: 5621 N. Clark Street 
Date: April 23, 1923 

Architect: Bensen Original Owner: E. Carlsen 

Historic Use: stores & flats Historic Occupant: Delicatessen 

* 

Current Use: retail Current Occupants: Equinox 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The main entrance recessed and is on the north 
side of the building with a transom window. There are storefront windows on the south side of the building with brick 
piers on both edges of the building. There is a limestone course above the ground floor. The second story has two sets 
of one-over-one double-hung windows with limestone frames on the north side, and a set of three Chicago-style 
windows with the same limestone frames. The third story has identical windows as the second story does, but instead 
of the limestone frame, there is a limestone keystone. The comice is a simple, limestone comice with crown 
moulding. 



129. CONTRIBUTING 
Address: 5624-5628 N. Clark Street 
Date: June 21, 1916 

Architect: unknown Original Owner: unknown 

Historic Use: stores & flats Historic Occupant: Paul Cariato (barber), Schwartz Jacob Toys, Marie Rose Beauty 
Shop 

Current Use: retail Current Occupants: The Coffee Studio & Flats 
Number of Stories: 3 Building Materials: hrick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
street level. The building is clad in brick with limestone detailing. The ground floor has fixed plate glass windows. 
The second and third floor has one-over-one double-hung windows with limestone lintels. The roofline has a stepped 
parapet with limestone detailing. 



130. NON-CONTRIBUTING 
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Address: 5627 N. Clark Street 

Date: Demolished 2007, vacant land 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: unknown 

Current Use: retail Current Occupants: vacant (formerly 7-11) 

Number of Stories: 1 Building Materials: brick, dryvit 
Architectural Style: Commercial Style 

Building Description: This building was built outside the period of significance. 

131. CONTRIBUTING 
Address: 5643 N. Clark Street 
Date: pre- 1944- 

Architect: unknown Original Owner: unknown 

Historic Use: stores & flats Historic Occupant: Olive Pharmacy, Lindell & Alma Harve 
Current Use: office Current Occupants: CIMA Investors Inc. 

Number of Stories: 3 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a parapet and flat roof not clearly 
visible from the street level. The building is clad in brick with terra cotta detailing. The ground floor has three terra 
cotta courses that span the entire building but are interrupted by a series of storefront windows on the comer and main 
elevations. The central door has an arched terra cotta lintel. Above the ground floor is a terra cotta course that extends 
the entire length of the building. The second story has groupings of one-over-one double-hung windows. There is a 
terra cotta spandrel between the second and third floors on between the middle windows. The comer of the building 
also has the same terra cotta spandrel detailing. The windows on the third floor are identical to those on the second. 
There is another terra cotta course above the third floor at the lintel level. The parapet has terra cotta detailing above 
the center windows and the comer of the building. The comice has terra cotta coping. 

132. CONTRIBUTING 
Address: 5632-5634 N. Clark Street 
Date: Circa 1924 

Architect: unknown Original Owner: unknown 
Historic Use: stores & flats Historic Occupant: unknown 

Current Use: office and flats Current Occupants: Ninevah Travel/Clark Income Tax 
Number of Stories: 3 Building Materials: brick and limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. There are two storefronts; one on the comer, the 
other on the main Clark Street elevation. The storefronts have contemporary entrances fixed storefront windows. 
There is an awning that spans the ground floor. At the comer of the second story there is limestone quoining that 

extends up to the comice line. The windows on the second and third stories are all one-over-one double-hung. The 

comice is a limestone course that spans the entire building. 
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133. CONTRIBUTING 
Address: 5638-5652 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: stores & flats Historic Occupant: vacant 

Current Use: salon Current Occupants: Julie's Beauty Salon Unisex; (5652) J &H Food & Liquors 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has a series of storefronts that 
have been heavily altered. The second and third stories are identical with dark brick and one-over-one double-hung 
windows. There is a limestone course that runs along the entire length of the building at the sill level. There is a brick 
parapet with a simple limestone course at the top. 

.j 

134. CONTRIBUTING 
Address: 5655-5659 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: stores & flats Historic Occupant: O’Connor’s Inc. Bakers, Norris Smith 
Current Use: retail Current Occupants: Envios de Dinero a Mexico, Leonardo’s 
Number of Stories: 2 Building Materials: brick, terra cotta 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a parapet and flat roof not clearly 
visible from the street level. The building is clad in brick and terra cotta. The central entrance is surrounded by terra 
cotta piers. On the second floor has both a limestone sill and lintel course. Each bay of windows is three windows 
wide, with three one-over-one double-hung windows. There is a circular medallion on the parapet that is centered 
within five rectangular outlines. The parapet has white terra cotta coping along the top. 

135. CONTRIBUTING 
Address: 5661-5665 N. Clark Street 
Date: August 6, 1913 

Architect: E.J. Patelski Original Owner: P. Pritikin 

Historic Use: store & flats Historic Occupant: Lee Upholstery 

Current Use: retail Current Occupants: La Paraditas, Col-Uba Steak House 

Number of Stories: 1 Building Materials: 

Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one story high with a parapet and a flat roof not clearly 
visible from the street level. The building is clad in brick with limestone detailing. The ground floor has a central 
entrance, with fixed storefront windows on either side. There is a red awning over the ground floor. The parapet is 

simple with a triangular pediment at the center and an elongated vertical diamond centered. The parapet has limestone 

coping on along the top. 
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136. NON-CONTRIBUTING 
Address: 5666 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: stores Historic Occupant: Woodrow Engineering 
Current Use: retail Current Occupants: ISSA Travel Agency 
Number of Stories: 1 Building Materials: stucco 
Architectural Style: Commercial Style 

Building Description: This building has been severely altered and contains no integrity. 



137. CONTRIBUTING 
Address: 5670 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: flats Historic Occupant: unknown 
Current Use: residential Current Occupants: residential 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
street level. The building is clad in brick with limestone detailing. The ground floor has an entryway on the south side 
of the elevation with limestone lintel and recessed entry. There is a group of three one-over-one double-hung windows 
on the north side of the ground floor. The second floor has a limestone course running along the sill level of the 
second floor. On the south side of the second floor elevation, there is a single one-over-one double-hung window; on 
the north side there is a group of three one-over-one double-hung windows. Along the comice line there is a limestone 
course and a stepped parapet with three ums placed on the pillars of each step. 



138. NON-CONTRIBUTING 
Address: 5667-5671 N. Clark Street 
Date: August 6, 1913 

Architect: unknown Original Owner: unknown 

Historic Use: stores and flats Historic Occupant: Uptown Barbershop 

Current Use: medical , retail Current Occupants: (5667) Today's Dentistry; (5671) Continuum 
Number of Stories: (5667) 1; (5671) 2 Building Materials: brick, shingles 
Architectural Style: Commercial Style with slipcover 

Building Description: This building is non-contributing because of its alterations to the second floor. 

139. CONTRIBUTING 
Address: 5668 N. Clark Street 

Date: August 25, 1910 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: H.A. & Elizabeth Bach Leather Goods 




NPS Form 10-900-a 
( 8 - 86 ) 



OMB No. 1024-0018 



(Expiration 1-31-2009) 



United States Department of the Interior 

* 

National Park Service 

NATIONAL REGISTER OF HISTORIC PLACES Andersonville Commercial Historic District 

CONTINUATION SHEET Cook County, IL 

Section 7 Page 5 2 



Current Use: retail Current Occupants: New You Boutique 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a parapet and flat roof not clearly 
visible from the street level. The building is clad in brick with limestone detailing. The ground floor has two entrances 
on both the north and south ends of the elevation. Between the entrances, there are a series of three, fixed storefront 
windows. Between the windows and the doors are brick piers with limestone capitals. There is a string course that 
spans the building on the second floor sill line. The second floor has two sets of three one-over-one double-hung 
windows. Between these sets of windows are brick piers with ionic limestone capitals. There is another limestone 
string course above the windows, just below the beginning of the parapet. The parapet has two bays, just above the 
windows with four balusters below an arched jut. 

140. NON-CONTRIBUTING 
Address: 5700 N. Clark Street 

Date: Circa 1912; additional story added in 1923 

Architect: unknown Original Owner: unknown 

Historic Use: Historic Occupant: O.B. Sauder, barber 

Current Use: medical Current Occupants: Dr. Edward C. Chen Optometrist 

Number of Stories: 2 Building Materials: permastone, shingles 

Architectural Style: Commercial 

Building Description: This building is non-contributing because it has been altered significantly and retains no 
original fabric. 

141. NON-CONTRIBUTING 
Address: 5701 N. Clark Street 
Date: March 7, 1 923 

Architect: unknown Original Owner: unknown 
Historic Use: stores Historic Occupant: Geyser Electric Co. 

Current Use: restaurant Current Occupants: En-thai-ce 
Number of Stories: 1 Building Materials: brick 
Architectural Style: Commercial 

Building Description: This building is non-contributing because it retains little original fabric. 

142. CONTRIBUTING 
Address: 5706 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: stores & flats Historic Occupant: Geyser Electric Co. 

Current Use: unknown Current Occupants: vacant 

Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial 

Building Description: This building is rectangular in shape, two and a half stories high with a pitched roof visible 
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from the street level. The building is clad in painted siding. The ground floor has a door on the north side of the 
elevation and a Chicago-style replacement window on the south side of the elevation. The second floor has a Chicago- 
style replacement window directly above the one on the ground level. In the half-story above the second floor is 
another Chicago-style replacement window centered in the middle of the pitched roof. 



143. CONTRIBUTING 
Address: 5705-07 N. Clark Street 
Date: October 20, 1908 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: Fagerman Gunard Weather Strips 
Current Use: restaurant Current Occupants: M. Henry 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor is entirely clad in limestone 
with an arched opening with a cartouche above the central door. Flanking either side of the door are fixed storefront 
windows, with an awning above the window on the south side. The second floor has three main bays, the north and 
south bays are identical and have a set of three one-over-one double-hung windows, while the center bay has a series 
of four one-over-one double-hung windows with terra cotta lintels and keystones. The third floor is identical to the 
second floor. There is a terra cotta cornice along the top of the parapet. 



144. NON-CONTRIBUTING 
Address: 5709 N. Clark Street 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: stores & flats Historic Occupant: Hi Grade Cleaners 
Current Use: retail Current Occupants: On the Rocks Jewelry 
Number of Stories: 2 Building Materials: dryvit 
Architectural Style: Commercial Style 

Building Description: This building has been severely altered and contains no integrity. 

145. NON-CONTRIBUTING 
Address: 5712-5716 N. Clark Street 
Date: unknown; addition June 10, 1932 
Architect: unknown Original Owner: unknown 
Historic Use: store Historic Occupant: Ace Tire Co. 

Current Use: bakery Current Occupants: La Baguette Bakery 
Number of Stories: 2 Building Materials: brick and dryvit 
Architectural Style: Commercial Style 

Building Description: This building is non 
integrity. 



-contributing because it has been drastically altered and retains little 
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146. CONTRIBUTING 
Address: 5721 N. Clark Street 

Date: April 2, 1909; (5721-5723) September 12, 1894 
Architect: unknown Original Owner: unknown 

Historic Use: stores & flats Historic Occupant: E.C. Lulling, O.E. Olson 
Current Use: restaurant Current Occupants: Arkadash Cafe 
Number of Stories: 2 Building Materials: brick, limestone and pressed metal 
Architectural Style: Commercial Style with Queen Anne detail 

Building Description: This comer building is rectangular in shape, two stories high with a flat roof not clearly visible 
from the street level. The building is clad in limestone with a pressed metal bay on the south end of the second floor 
and a pressed metal turret on the comer of the north elevation. The ground floor has been altered and is now clad in 
painted siding. There is a comer entrance, flanked by fixed display windows. The second story is clad I n rusticated 
limestone with single one-over-one double-hung windows. The protruding bay on the south side of the building has 
various scrolling designs that are similar to the rounded turret on the comer. The turret retains its rounded tower roof. 
There is a bracketed comice between the bay and the turret, made of pressed metal and painted white, just like the bay 
and turret. 

147. CONTRIBUTING 
Address: 5739 N. Clark Street 
Date: March 17, 1897 

Architect: unknown Original Owner: Anton Gortzunger 
Historic Use: unknown Historic Occupant: John Schmitz 
Current Use: nursery Current Occupants: Wild Pansy/Gethsemane 
Number of Stories: 2 Building Materials: wood 
Architectural Style: Italianate 

Building Description: This building is rectangular in shape, two stories high with a parapet and low-pitched roof. 

The building appears to have been converted from an Italianate farmhouse to a commercial building. The ground floor 
has been altered with fixed storefront windows with transoms. The second floor has a four-over-one double-hung 
window at the north side of the elevation, a fixed window with twenty-four panes of glass divided by muntins and a 
four-over-four double-hung window on the south side. There is an ocular window in the recess of the triangular 
pediment, with brackets on both sides of the flat parapet roofline. 

148. CONTRIBUTING 
Address: 5156-58 N. Ashland 
Date: April 23,-1909 

Architect: unknown Original Owner: unknown 

Historic Use: store Historic Occupant: Dugo Mall Tires, H.O. & Betty Bergquist, Raynar & Lydia Hagelfeldt 
Current Use: retail Current Occupants: Ralla Klepak & Associates 
Number of Stories: 3 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, two stories high with a flat roof not clearly visible 
from the street level. The building is clad in brick with limestone detailing. The ground floor has a comer entrance, 




NPS Form 1 0-900-a 
( 8 - 86 ) 



OMB No. 1024-0018 



(Expiration 1-31-2009) 



United States Department of the Interior 
National Park Service 

NATIONAL REGISTER OF HISTORIC PLACES Andersonville Commercial Historic District 

CONTINUATION SHEET Cook County, IL 

V 

Section 7 Page 5 5 



which is bisected at a forty-five degree angle with fixed storefront window on both sides. There is a side entrance with 
brick pillars with limestone capitals and lintel. Between the first and second floors is a limestone sill that extends the 
length of the building. There are several one-over-one double-hung windows with light brick frames. The third floor is 
identical to the second. There is another limestone course at the top of the parapet that extends the length of the 
building. At the-comer there is a diamond pattern, with five smaller limestone diamonds set within the larger diamond. 

149. CONTRIBUTING 
Address: 5149 N. Ashland 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: store & flats Historic Occupant: Nelson & Nystrom Undertakers 
Current Use: funeral Current Occupants: Nelson Funeral Chapel 
Number of Stories: 4 Building Materials: brick, limestone 
Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, three bays wide and four stories high with a flat roof not 
clearly visible from the street level. The building is clad in limestone on the ground floor and brick with limestone 
detailing on the second through fourth floors. The ground floor has a series of storefronts with fixed storefront 
windows. There are two parallel limestone string courses between the ground floor and the second floor. There is 
limestone quoining on the comers of the building and between the three bays. The second through the fourth floors are 
identical except where noted. There are a series of individual one-over-one double-hung windows that span both 
elevations. On the second floor, in the center of the Ashland Avenue elevation, there is a limestone surround on two of 
the central windows. Between the third and fourth floors on the Ashland Avenue elevation is a spandrel with a pointed 
gothic arch. There are limestone courses between the third and fourth floors and again between the fourth floor and 
the parapet. The parapet has limestone coping and a decorative bas-relief frieze above the spandrel on the third and 
fourth floors. 

150. CONTRIBUTING 
Address: 5200 N. Ashland 

Date: August 10, 1908, addition 1913 

Architect: Dwight Perkins (1908); Arthur Hussander (1913) 

Original Owner: Chicago Public School System 

Historic Use: school Historic Occupant: Trumbull Elementary School 

Current Use: school Current Occupants: Trumbull Elementary School 

Number of Stories: 4 Building Materials: brick 

Architectural Style: Prairie 

Building Description: This building is rectangular in shape, four stories high with a flat roof not clearly visible from 
the street level. The building is clad in polychromatic brick and limestone detailing. The ground floor is monochrome 
with limestone surrounds and triangular pediments above the windows and doors. The second, third and fourth stories 
are all clad in brick with alternating horizontal bands of colors. The windows are mostly three-over-three double- 

hung. The main entrance to the building is on Foster Avenue with a recessed entry and three sets of double doors. 

Above the doors on the second floor is a series of five windows that are repeated on the third story. Above these 
windows on the fourth floor is a rectangular spandrel with a central diamond patter and smaller diamond framing the 
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outline of the rectangle. Flanking the door are two bays with single three-over-three double-hung windows. 



151. CONTRIBUTING 

Address: 5240 N. Ashland 

Date: October 9, 1924 •< 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: Haffmeyer Auto Repair 

Current Use: office Current Occupants: State Farm 

Number of Stories: 2 Building Materials: brick 

Architectural Style: Commercial 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 

the street level. The building is clad in brick with limestone detailing. The ground level has two entrances on opposite 

sides of the building with a central storefront window. There is an awning between the ground and first floors. The 

♦ 

second floor has a central bay window with three one-over-one double-hung windows flanked by two single one-over- 
one double-hung windows. There is a limestone course above the second floor windows. The comice has a rectangular 
bring pattern with a diamond limestone and flanking limestone rectangles inside the larger brick rectangle. The 
comice has limestone coping. 



152. CONTRIBUTING 

Address: 5358 N. Ashland 

Date: September 18, 1925 

Architect: unknown Original Owner: unknown 

Historic Use: firehouse Historic Occupant: Engine Co. No. 79 

Current Use: office Current Occupants: Edgewater Historical Society 

Number of Stories: 2 Building Materials: brick 

Architectural Style: Vernacular Firehouse 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The main entrance is centered with a small 
awning and is recessed with fixed storefront windows flanking the door. The second floor has two sets of two six- 

over-six double-hung windows with limestone sills and keystones at the lintel level. The roof line has limestone 
coping. 



153. CONTRIBUTING 
Address: 5357 N. Ashland 
Date: September 6, 1898 

Architect: Chas. A. Strandel Original Owner: Nicholas Schlitz 
Historic Use: store & flats Historic Occupant: A.G. & Florence Geldbrandt 
Current Use: retail Current Occupants: GreenSky 

Number of Stories: 2 Building Materials: brick, pressed metal 

Architectural Style: Commercial with Queen Anne detail 

Building Description: This building is rectangular in shape, two stories high with a flat roof not 



clearly visible from 
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the street level. The building is clad in brick with limestone detailing three protruding, pressed metal bays, one of 
which is a comer bay with a tiled tower roof. The ground floor has a comer entrance with contemporary storefront 
windows with an awning over the storefront. The entrance on the Ashland Avenue elevation has a glass block transom 
window. There is another storefront on the Balmoral Street elevation. The second story has a comer painted pressed 
metal turret with double-hung windows. There is a set of two double-hung windows flanked by brick pilasters with 
limestone capitals on the Ashland elevation. There are two three-sided bays on the Balmoral elevation, with double- 
hung windows. There is a painted pressed metal comice that runs the length of both elevations of the building. 



154. CONTRIBUTING 
Address: 5458 N. Ashland 
Date: July 15, 1913 

Architect: unknown Original Owner: unknown 

Historic Use: store Historic Occupant: Mabe A. Elliot 

Current Use: office Current Occupants: Gentle Friends Insurance Agency 

Number of Stories: 2 Building Materials: brick, limestone 

Architectural Style: Commercial Style 

Building Description: This comer building is rectangular in shape, two stories high with a flat roof not clearly visible 
from the street level. The building is clad in brick with limestone detailing. There is one main storefront on the comer 
of the building at the ground floor. The entrance is at the comer and is bisected at a forty-five degree angle. There are 
fixed storefront windows on both sides. There is a side entrance with a door and transom windows on the Catalpa 
Street elevation as well as one-over-one double-hung windows. Above the door and windows is a limestone keystone. 
Between the first and second floors is a limestone course at the sill level of the second floor. The windows on the 
second floor are all one-over one with a label mold lintel composed of brick and limestone, with a limestone keystone. 
Along the comice there is another string course of limestone with a limestone coping on the top of the parapet. 



154. NON-CONTRIBUTING 
Address: 5701 N. Ashland 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: store Historic Occupant: unknown 

Current Use: office Current Occupants: Hollywood Professional Building 
Number of Stories: 2 Building Materials: brick, stucco 
Architectural Style: Commercial Style 

Building Description: This building is non-contributing because it was built 



outside the period of significance. 



155. CONTRIBUTING 
Address: 1475-1479 W. Balmoral 
Date: August 28, 1925 

Architect: unknown Original Owner: unknown 

Historic Use: store Historic Occupant: 

Current Use: restaurant Current Occupants: (1475) LaTache; (1477) Pizza; (1479) Master Shoe Repair 
Number of Stories: 1 Building Materials: brick, limestone 
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Architectural Style: Commercial Style 

Building Description: This building is rectangular in shape, one story high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. There are a series of three storefronts with 

J 

original storefront elements. The storefronts are all arranged with the recessed entry on the west side of the elevation 
and the fixed storefront window on the east. The center of the building crests with a triangular pediment with 
decorative limestone rectangles within the parapet above each storefront. Between the storefronts are brick piers with 
limestone capitals and diamond limestone patterns. The parapet has a limestone coping. 

156. NON-CONTRIBUTING 
Address: 1512 W. Berwyn 
Date: unknown 

Architect: unknown Original Owner: unknown 
Historic Use: unknown Historic Occupant: unknown 
Current Use: restaurant Current Occupants: Ranalli's 
Number of Stories: 2 Building Materials: brick 
Architectural Style: Commercial Style 

Building Description: This building is non-contributing because it is new construction. 

157. CONTRIBUTING 
Address: 1476-1482 W. Summerdale 
Date: February 1, 1910 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: (1476) Samuel & Clara Siprut Barbers, Mrs. Mary A. Collins; (1478) 
Abraham Rosman, Tailor, OBJ & Esther Stronberg; (1480) L.A. & Ella Johnson, Arthur & Alida Peterson, H. Sotlow; 
(1482) Louis Kraemer Dresses, E.R. Northrup, Sigurd & Hulda Sholund, Mrs. Helen Boline, J.W. Kuppel 
Current Use: retail Current Occupants: (1476) Scrub-a-Dub Dub; (1482) Hands OnSite 
Number of Stories: 2 Building Materials: brick, limestone 
Architectural Style: Commercial 

Building Description: This building is rectangular in shape, two stories high with a flat roof not clearly visible from 
the street level. The building is clad in brick with limestone detailing. The ground floor has a series of storefronts on 
the Summerdale elevation and the comer that appear to have been altered. There is a central entrance that has 
limestone surrounds. The second and third stories, just above the central entrance, is a loggia that three bays. Both the 
second and third stories have a series of one-over-one double-hung windows with limestone sills. There is a horizontal 
limestone course that spans the length of the building at the comice line. 

158. NON-CONTRIBUTING 
Address: 1507-1510 W. Foster 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: stores Historic Occupant: White House Beauty Shop 

Current Use: cafe, bakery Current Occupants: (1507) vacant (1510) Middle East Bakery 
Number of Stories: 1 Building Materials: brick, limestone 
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Architectural Style: Commercial 

Building Description: This building isl because it has been heavily altered. 

♦ 

159. CONTRIBUTING 
Address: Rosehill and Clark 
Date: unknown 

Architect: unknown Original Owner: unknown 

Historic Use: unknown Historic Occupant: unknown 

Current Use: garden/park Current Occupants: WWII Memorial Garden 

Number of Stories: 0 Building Materials: brick, limestone 

Architectural Style: Memorial 

Building Description: This triangular-shaped park is bound by Rosehill, Clark Street and Ashland Avenue. At the 
northern tip there is a three tiered water fountain with a plaque dedicated to “Peaches.” Just south of the fountain there 
is an American flag and to the south of the flag there is a tall tower memorial with an bronze eagle atop. Each comer 
is dedicated to branches of the military. The memorial is placed at the center of the park, with steps rising up to it from 
both Clark Street and Ashland Avenue. There are various shrubs and trees along with grass that cover the ground. 
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Section 8: Significance 



The Andersonville Commercial Historic District on Chicago’s Far North Side is eligible for listing in 
the National Register of Historic Places under Criterion A for ethnic heritage and commerce, and 
under Criterion C for architecture. The historic district is associated with the Swedish community that 
moved to the area after the Chicago Fire from the original Chicago “Swede Town located further 
south at Clark and Division. The district’s architecture is also significant in that it contains fully intact 
tum-of-the century commercial buildings representative of the popular commercial architecture of 
that time. In these various buildings were many Swedish-run companies that reflected Swedish 
heritage including theaters, retail shops, bakeries and banks. The period of significance under 
Criterion C is 1905 to 1925 when most of the commercial buildings were erected. The period of 



significance under Criterion A however is 1894 to 1959, which reflects the initial influx of Swedish 
settlement to the area and ends with the fifty year cut-off for National Register significance, as well 
as when other ethnic groups began to settle into the area making the Swedish population the minority. 



Andersonville was originally part of the Township of Lakeview. It began to be settled by a large population of 
Swedish immigrants after the 1871 Chicago Fire. The earliest buildings in the downtown district included a 
school house at the southwest comer of Clark and Foster, which bore the name Andersonville Schoolhouse. The 
school spurred nearby development and the name of the community became Andersonville. The exact source of 
the school’s name has been debated over time. Revered Paul Anderson, pastor of the First Norwegian 
Evangelical Lutheran Church from the original Swede Town, was an influential member of the society. 
However, another Anderson was influential in the community in addition to Paul Anderson. John Anderson 
subdivided the blocks containing the school and the commercial buildings just south of the school as early as 
the 1850s, so the exact origin of the name is uncertain. 

This district clearly exemplifies an important period in Chicago with the early land development of the area, the 
Swedish migration and continued Swedish presence in the community, in addition to the noteworthy architects 
and individuals involved with the development of Andersonville. The district holds the history of one of the 
city’s important, influential cultures that make Chicago what it is today. 

Land Transportation Development in Andersonville 

The city neighborhood of Andersonville is the commercial district that runs along Clark Street from Ainslie 
Street on the south, to Rosehill Avenue on the north. While the thriving commercial district was developed at 

the turn of the twentieth century by Swedish immigrants, the path along which that development occurred is 
older than the city of Chicago itself. As Lewis and Clark explored the Western Frontier after the Louisiana 



